This 2 port IS required by law (7 USC 2143). Failure to report accordin'' the regulations can 
resiult in an ord e r to cea se and desist and to be subject to penalties ded for m Section 21 ! 

UNITED STATES DEPARTMENT OF AGtMoULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached fo^m for 
additional i'*' on. 


Interagency Report Control <40 


1. CERTIFICATE NUMBER: 

14-R-0003 

CUSTOMER NUMBER: 

100 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Dana-Farber Cancer Institute 
44 Binney St 
One Jimmy Fund Way 
Boston, MA 02115 

Telephone: (617) -632-3488 


<> 





3. REPORTING FACILITY ( Lisl all locallons where animals were housed or used ,n actual research, lesling. or expenmentallon. or held lor these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS US ED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 


mice 



gs 


ASSURANCE STATEMENTS 


Number of 
animats being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizmg drugs were 
used. 


E, Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
acconrpanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



7500 

57262 

14315 

20 

105 

188 

125 

220 

0 



71577 

293 

220 


’ ’ anu *u«», prior to. during, and aCua. 

2) Edch prtoDpd} invsstiQdtor has considarad altarnattvas to painful procoduras. 

taie m.! . < *CUC) A summary of all such exceptions Is attached lo this annual report. In addition to identifyina the lACUC-approved exceptions this summary inr 

brief explanation of the exceptions, as well as the species and number of animals affected. sms !,uffnnary int 

4) The attending velarinanan for this research facility has appropriate authority lo ensure Ihe provision of adequate vetannaty care and lo oversee the adequacy of other aspects of animal care and use 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


I4r* O XlTl r~ r- t- 




)ATE SIGNED 




ich IS obsoiete.) 



T.*i(S 1 2 pcn is required by law {7 USC 2143), Faili ort according (c the regulations can 

result in an order to cease and desist and to be su^, i to penalties as provided for in Section 2150. 


See rev© 
additional.. 


or 

■ mation. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUVNT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

14-R-0003 


CUSTOMER NO. 

100 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO, 0579-0036 


— ^ 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

DANA-FARBER CANCER INSTITUTE 
44 BINNEY ST 
ONE JIMMY FUND WAY 
BOSTON. MA 02115 
(617) 632-3488 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


Aninnals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cots. C 
D*E) 


zebraf Ish 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or expenmentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A sunfimary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-ap proved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) Td^ 



(Oct 88), wi 


DATE SIGNED 




iADQUARTERS 




CMstomer ID and Site Address: 
ID; 100 


Registration no . : 14-R-0003 


44 Binney St Telephone 

Smith Research Bldg, (617)632-3488 

Rm 1170 

Boston, MA 02215 
County: Suffolk 


Yerkes National Primate Research Center 
954 Gatewood Road Telephone 

Atlanta, GA 30329 (404) 727-7707 

County: Dekalb 


Millbrook ImmunoServ 


P.fl. Box 513 
Amherst, MA 01004-0562 
County : Hampshire 


Telephone 

(413)253-5083 


Taconlc, Inc. 

273 Hover Ave. Telephone 

Germantown, NY 12526 (888)822-6642 


Charles River Laboratories 

251 Ballardvale St. Telephone 

Wilmington, MA 01887 (800)522-7287 



This report is required by law (7 DSC 2143), Failure to report accorc 
result in an order to cease and desist and to be subject to penalties i 


1 the regulations can 
>/ided for in Section 21! 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attache ^ ' ‘Jifor 
additional ir ;ion. 


1. CERTIFICATE NUMBER: 14-R.0004 
CUSTOMER NUMBER: ^ Ql 


Pine Acres Rabbitry/Farm 
299 E. Main Street 
Norton, MA 02766 

Telephone: (508) -285-7391 


Interagency Report ^ 


FORM APPROVED 
0MB NO. 0579-0036 


a. 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets If necessary or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


10. Sheep 


11. Pigs 


12. Other Farm Animals 




13. Other Animals 




S' 7 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


iZi 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 




TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


2^ 


^0 


jy 


ASSURANCE STATEMENTS 

’’ “ssrt:: slxs rr “■ 

2) Each principal invastigator has considorad attamativas to painful proceduras. 

UM ‘ 7 '' the principal invealipator and ap 

brief axplanation of the exception., as well esla .,^ie. an~e: ^ anlmairZJ^™ ” 'ACUC-approved exception., this summary in< 

4) The atlendina veterinarian for this researcn facility has appropriate authority to ensure the provision of adequate veterinary care and to overs ee the adequacy of other aspects of animal cere and use, 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGN 


ICIAL 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


APHIS 

( .'\UG 91 ) 


5-23 (OCT 88). which is obsolete.) 


DATE SIGNED 


This report is required by law (7 USC 2143). Failure to report acc 
result in an order to cease and desist and to be subject to penallil 


1 to the regulations can 
provided for in Section 21! 


NOV 2 5 2003 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attar^' ' ‘orm for 
additionc T>ation, 


Interagency Report Control No, 


1. CERTIFICATE NUMBER; I 4 .R-OOIO 
CUSTOMER NUMBER: '\ 00 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT ) 


Schepens Eye Research Institute, The 
20 Staniford Street 
Boston, MA 02114 


Telephone: (617) -912-0100 


3. REPORTING F ACILITY ( List all locations where aninrSTwe^houSdo^sedinaS^eseSSje^ti^^^^^^SS!^^^ 

FACILITY LOCATIONS { Sites ) - See Atached Listing 


for these purposes. Attach additional sheets if necessary ) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheete If necessary or use APHIS Form 7023A > 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use ot 
pain-relieving 
drugs. 


0 


0 


6. Guinea Pigs 


7 . Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


0 

0 

0 


1 


0 
46 
0 
17 


0 


Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


0 


0 
0 
0 
34 


0 


0 


11. Pigs 


1 2. Other Farm Animals 


13. Other Animals 


0 


0 

0 


0 


0 


0 

0 


0 


0 


0 


0 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 


0 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


0 

0 

0 

0 


0 


0 

0 


0 


0 

46 


0 

51 


0 


0 

0 


0 


0 


0 


ASSURANCE STATEMENTS 

2) Each principal investigator has considered alternatives to painful procedures. 

Institutional Animal Care and UsVcommWM ( WCUcTVs^ummaVS’all'suc^^^ standards and teadlations be specified and explained by the principal investigator and ap 

brief explanation of the exceptions, as wall a, the species anrumb^r ^ anral, a“ ™ lACUC-approved exceptions, this summary in< 

4) The attending vaterinarian for this research fa dlity has appropriate authority to ensure Iha provision of adequate vatarinary care and to oversee the ade quacy of other aspects of animal care and use, 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIG 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL { Type or Print ) 


APH 


), which is obsolete.) 


DATE SIGNED 


11/24/0 


1 rxUO O I f 



c 




Set reverse side for 
additior>ali rTfbrmation 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


\ REGISTRATION NO 


r 

/ 


Control No 


FORM APPROVED 
OM8 NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


RESEARCH FACILITY (Nam* and Addraaa, aa raglatarad with USOA 

Caritas St. Elizabeth's Medical Center 
736 Cambridge Street 
Boston, MA 02135 

Tglephone; (617)789-3189 

*h*«* it nacaamiT,,) ' on* whera animal* warn housed or uaad in actual rwaarch. taallna, taaching, w axparimentatlon, or hald for thaae purpoaea. Attach additional 


FACILITY LOCATIONS (Sites) 



See attached listin 



REPORT OF ANIMA^^JS E^^^OR^NDE^^ONTROro^RFRFTanL^A^^^r^^^TTr^^?!^^^^^^^™'^^^'^^^^^— 
^ (Attach additional sheets if neces sary or use APHIS FORM 7023A> 


Animals Covered 
By The Anima 
Welfare Regulations 


4. Doas 


Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 


C, Number of 
animals upon 

which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress. oi 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or testa ware 
conducted involving 
accompanying pain or 
distress to the animals 

and for which appropriate 
anesthetic, analgesic, or 
tranpuilizing drugs were 
used 


E, Number of animals upon which teaching 
experiments, research, surgery, or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquHizIng drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (4/? explanation of 
tha procadures producinp pain or distress in thosa 
animals and tha reasons such drugs were not used 
must be affsched to this report) 


TOTAL NO 
OF ANIMALS 


(Cols. C 

D + E) 


5. Cats 


6. Guinea Pias 


7. Hamsters 


8. Rabbits 


9. Non-hum an Primates 

10. Sheep 


0 

0 

0 


0 

0 

0 


0 

0 

0 


0 

0 

0 


0 

0 

0 


0 


11.. Pigs 


12. other Farm Animals 


0 

0 


0 

0 


59 

0 


0 

0 


59 

0 


1 3 Other Animals 


Rats 

Mice 


1,628 

1,554 


1,628 

1,554 


AS SURANCE STATEM ENTS 

ana .n*,8..,c. ana .ranquillzins drus*. prior to. durlnfl 

2) Each principal investigator has considered alternatives to painful procedures. 

panclp.Mnv..Ua^LT®na appivrrb^^rrnlmu.tonl,? Anr,^" Ca’e and Uail oITcucTa''""' “"X ragulpdon, b, .peclfl.d and .,p,.,n,H, by tha 

add,dpn .p ™np .. ,AC.C„. .b,. pp...,, 

’ .nim“ca‘’rr® na “aw*™"'”' “PP'OPrta.. authodty to .n.ur. th. p,ovi.ion of adaquat. ...adnary care and to dv.r„. tha ad.qu.=y of other ..p.<d. of 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Em^uUvo Officer or Legally Responsible Institutional Official) 

**** '* *™». eorrset, and complate (7 U.S.C. Sacdon 2143). ’ 


SIGNATURE OF 


APHIS FORM 

(AUG ^ 


r 88) which is obi 


Caritas St. Elizabeth’s Medical Center facility locations (sites) 

1 ) Center for Biomedical Research building 
720 Cambridge Street 

Boston, MA 02135 

2 ) Pine Acres Babbitry Farm 

299 East Main Street 
Norton, MA 02766 

Telephone (508) 285-7391 



This rerorl is -equi ed by law (7 USC 2143). Failure to report acco; o the regulations can 

result in an order to cease and desist and to be subject to penalties . ovided for in Section 21! 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attach 

K 

additional > 


nnfor 

ation. 


1 . CERTIFICATE NUMBER: 4-R-O0 1 6 

CUSTOMER NUMBER: '\ Q 


Interagency Report ControLNo.: 


FORM APPROVED 
0MB NO. 0579>0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


L C F Foundation, Inc. 
Lahey Medical Center 
41 Mall Road 
Burlington, MA 01805 


Telephone: (781) -744-1439 


3. REPORTING FACILITY ( List all locations ^hTeanim^^ housed or used in actual research, testing, or expenmentation. 


or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS 

PACILITY ( Attach additional sheets if necessary or use APHIS Form 7023 A I 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


0 


0 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


0 


0 


u 


0 

0 


7, Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


0 


0 


0 


0 


0 

0 


0 


0 


0 


11. Pigs 


1 2. other Farm Animals 


0 


0 


0 


0 


Goats 


13. Other Animals 


0 


0 


0 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs 'wuld have adversely affected the proceduros, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


0 

0 


0 


0 

0 


0 


0 


0 


0 

0 

0 


0 


0 


0 


0 


0 

0 


0 


0 

0 


0 

0 


0 


ASSURANCE STATEMENTS 
"^eaching^Mtingl^gery, or 

2) Each principal investigator has considered alternatives to painful procedures. 

Institutional Animal Care and Use CommfttM'^^CUC)"Vs"umTO^^'a1I’2uch*exMptloTO^^ •tandards and regulations be specified and explained by the principal Investigator and ap 

brief explanation of the exceptions, as well as the speiies end^b^r of 'ACUC-approved exceptions, this summery inr 

J^e attending veterinerien tor this research tacility has app rophate euthohty to ensure the provision of adepuate veterinary care and to overs ee the adepuecy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 





NAME & TITI F OF P. F O no IMCtiti ixir\MAi 


Or/ 


*rint } 


APF 


( AUG 91 ) 


— LWV/ I uu;, WI IIL.II lb ubsol6te.} 


DATE SIGNED 



This report Is reqtired by law (7 USC 2143). FaMura to report accorbir 
irassiiit in an cxxter to cease and desist sryj to be sub^ to penallies at 


the regulations can 
ded for ir> Section 211 


UNITED STATES DEPARTMENT OF AGRtCUtTURE 
ANNUAL AND PIANT HEALTH INSPECmON SERVICE 


ANNUAL REPORT OF RESEARCH FACILtTY 

{ TYPE OR PRINT ) 


See attached form for 
additior^ infr on. 


1. CERTmCATE NUfyiBSR; i4-R-0017 
CUSTOMER NUMBER: i i 2 


Boston University 
Charles River C^pus 
5 Cummington Street 
Boston. MA 02215 

Telephone: (617) -353-2463 


lr)teragency Report Corttit)! No.; 


FORM APPROVED 
OM8 NO. 0S7».0036 



3. REPORTINO PACRJTY ( UsI all locatfons e^iare animals warn housed or usad in actual rasaarch, taanng, or et^tartmantatlon, or hold for thesa purposea. /Uiach adcfiliontl shaets if necessary ) 


FXcUJTY LOCATIONS <saea) > Sea A«a«h«d Usttng 


RB*ORT OF AhHMALS USED BY OR UNC^R CONTROL OF RESEM^CH FACILITY I Attidi adcHSonal ahtata If nactssarv or uso APHIS Form T023A \ 


Aftlimto Covared 
By Tha Animal 
Walfsra Regulatione 


4. Dogs 


a. Cats 


6. Guinea Pigs 


* a - -- - 

f. iiniinBis 


e. Rabbits 


g. Non^wman Primates 


10 


11. Pigs 


12. Othar Fami Animals 


13. Other Animate 


Gerbils 


t 

Ferrets 


Bats 

assurance statements 
1 ) 


Number or 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
enperlments. 
research, or 
surgery but not y( 
usad for such 
purposes. 


0 


8 


0 


C. Number or 
animats upon 
vihich teaching, 
research, 
experiments, or 
tests were 
conducted 
invoivtng no pain, 
dstiess. or use a 
pairvrelieving 
drugs. 

D. Number of animds upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to tha animals an 
for which appropriate 
anesthetic, eneioesic, or 
trarutulttzing drugs were 
used. 

E. Number of animds upon whidt leachirtg, expenments. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
tha use of appropnate anasthettc. analgesic or tranquiiiz 
drugs would have adversely affected the procedures, 
results, or interpretation of the leaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or duress in these animets a 
tha reasons such daigs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

(COLUMNS 
C ^ fD + E ) 









0 

2 


2 











1 

1 


1 










• 









1 

20 

3 


31 ' 

■ 0 

64 


67 

.. 4000 . 

.100 


SbSBSB 


leaching, taatlna aagary, or asparimirtailonUmwSiII??^ 

2) EachfmfKipalinvaaligatofhmconsidafe da l t w na tivestopainMpfoced^ 

tiwittutoS AiSmMclSe arte SaCol^Si^JlAclSMiwli^^ 

brie# esplenalion of the ewep«ons,eawe« lithe spades »idrxjrt*er^ **^*^”^*"^* te ecteflion to identiiying lACUC-^^ this surtwnery im 

CERTIFICATION BY HEAOCXIARTERS RESEARCH FACILITY OFFICIAL 

( Chtef ExaciAiva Officer or LagaOy Resportttete tesdluEonal OllidM ) 


SIGNA 


NAME & TraE OF CXO. OR INSrrrUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


1 / 6/04 


ch is obsoiele.) 




Customer ID and Site Address: 
ID: 112 

590 Commonwealth 
Ave 

Boston, MA 02114 
County: Suffolk 


Telephone 

(617)353-2463 



Customer ID and Site Address: 
ID:112 

Boston University 
5 Cummington Street 
Boston, MA 02215 
County: Suffolk 


Telephone 



Customer ID and Site Address: 
ID:112 

1 309 Nw 1 92nd Ave 

Gainesville, FL 32609 
County: Alachua 


Telephone 

(352)485-1250 



T IS report is required by law (7 DSC 2143). Failure to report acx'^ 
re!:;;lt lar . 'der to cease and desist and to b .* subject to penalti 


g to the regulations can 
provided for in Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attf| 
addition'^ 


orm for 
Tnation. 


Interagency Report Control^' 


1. CERTIFICATE NUMBER: 14-R— 0018 

CUSTOMER NUMBER: 114 


FORM APPROVED 
0MB NO. 0579-0036 


Massachusetts Institute of Technology 
Office of Sponsored Programs 
77 Massachusetts Avenue 

Cambridge, MA 02] 39 iVOi/ Of-; 2(jn‘ 

Telephone: (6] 7) 253-7086 


3. REPORTI NG FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these 

FACILITY LOCATIONS ( Sitss ) - S6e Atached Listing 


purposes. Attach additional sheets if necessary ) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional sheets If necessary or use APHIS Form 7023A > 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E, Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. { An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 





0 

5. Cats 



27 


y 7 

6. Guinea Pigs 



5 


c; 

7, Hamsters 



_25 


D 

0 c 

8. Rabbits 



200 




9. Non-human Primates 



_a.o 


41 u u 

80 

10. Sheep 





LJ \J 

0 

11. Pigs 



23 


2 3 

12. Other Farm Animals 





n 






_U 

13. Other Animals 






Ferrets 



35 








-^-8 








ASSURANCE STATEMENTS 

teaching, testing, surgery, or experimSbn we follLS by th^s rTwar” fedlilj!*'*' anastatic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of exeepfione, a. wall" 'mT^es Z^rr ^ '^'^UC^approvad axcapdons, this sumniary iri 

4) The attending vatarinarian for thi. rasaaro b facility ha. ■MH.rophata authority to ensure the provision of adequate uatarinary pare and to overs ea the adequacy of other aspect, of animal care and u«,. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E.O. OR INSTITUTIDNai npFir'iAi 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


\ which is obsolete.) 


DATE SIGNED 


Address of research buildings on the MIT Campus where animals are housed. 


1. Building 56, 8* floor 
20 Ames Street 
Cambridge, MA 02139 

2. Building 68, Sub-basement 
20 Ames Street 
Cambridge, MA 02139 

3. Building E17/18,6‘'’ floor 
400 Ames Street 
Cambridge, MA 02139 

4. Building E25, basement 
400 Ames Street 
Cambridge, MA 02139 

Non-campus location where animals are housed 

1 . Pine Acres 

299 East Main Street 
Norton, MA 02766 



This report is required by law ( 7 USC 2143), Failure to report ac 
resuH: in an order to cease and desist and to be subject to pena 


.n«.o.he .emulations can ^ h 200^ 

s provided for in Section 2150. 


see rever 
addition 


de for 
mation 


Interagency Report Control No. 
0180-DOA-AN ^ 


JNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

{TYPE OR PRINT) 


1. CERTIFICATE NUMBER: 14-R-001 9 
CUSTOMER NUMBER: 107 


2. HEADQUARTERS RESEARCH FACILITY 

Harvard Medical School 

Ctr. for Animal Resources & Comparative Medicine 
665 Huntington Avenue 
Boston, MA02115 
Telephone: 617-432-1285 


FORM APPROVED 
0MB NO. 0579-0036 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these 
purposes. Attach additional sheets if necessary.) 


facility locations (S/fes) - See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY {Attach additional sheets if necessary or use APHIS FORM 7023A.) 


A. 



Animals Covered 
By The Animal 
Welfare Regulations 


12. 8JOR 13. Other 
{List by Species) 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not 
yet used for 
such purposes. 


C. Number of 
animals upon 
which teaching 
research, 
experiments or 
tests were 
conducted 
involving no 
pain, distress, 
or use of pain 
relieving 
drugs. 


D. Numbers of animals 
upon which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquilizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teactiing, research, 
experiments, surgery, or tests. {An explanation 
of the procedures producing pain or distress in 
these animals and the reasons such drugs 
were not used must be attached to this report.) 


TOTAL NO. 
OF ANIMALS 


(Cols. C * 
D + E) 


38 


11 


102 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


Goat 


13. Other Animals 


Ferrets 


Birds (wild caught) 


Mice (deer) 


ASSURANCE STATEMENTS 


H. standards governing the care, treatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, prior to 
during, and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility ^ ^ 

Each pnriapal investigator has considered alternatives to painful procedures. 

Standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by 

In aririihnnln Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report^ 

affeSd * lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals 

asperts^o?animal*careT^^ research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 


^MT*FICATI0N ^^HEADqUARTERS RESEARCH FACILITY OFFICIAL 

$ 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


AF 


1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

DATE SIGNED 


11/25/03 


vr^tspiaces vo ruRM 18-23 (OCT 88), which Is obsolete.) 




















FACILITY SITES LISTING 


Site No.: 

1 7 Name/Department: 

New England Regional Primate Research Center 


Address: 

One Pine Hill Drive 



Southboro, MA 01 772 


Building(s): 

Main Building and Three Out Buildings 


Floor/Room: 

Basement and Ground Floors 


Contact Person: 

1(b)(6), (b)(7)c 


Phone Number: 







FACILITY SITES LISTING 


Licensee/Registrant Name: Harvard Medical School 

Center for Animal Resources & Comparative Medicine 
License/Registration Number: 14-R-019 


Please list below all sites that house animals under the above registration number. Be sure to include all 
requested information. Do not leave any spaces blank. If lines do not apply, please mark it N/A. If you have 
more than three (3) sites, please copy this form as many times as needed before filling in the sites. 


Site No.: 18 Name/Department: 

USDA Registration No.: 
Address: 

Building; 

Floor/Room: 

Contact Person: 

Phone Number: 


ARCM/Thorn (satellite) 

1 4-R-092 

20 Shattuck Street, Boston MA 02115 
Thorn Building 
15th Floor 


(b)(6), (b)(7)c 


Site No.: 21 Name/Department: 

USDA Registration No: 
Address: 

Building: 

Floor/Room: 

Contact Person: 

Phone Number; 


Pine Acres Rabbitry/Farm (satellite -swine/dog housing 
only) 

14-B-52 

299 East Main Street, Norton MA 02766 
Main Building 
First Floor 


(b)(6), (b)(7)c 



This report is required by law (7 USC 2143). Failure tOf 
result in an order to cease and desist and to be subject 


according to the regulations can 
-inalties as provided for in Section 2150. 


See reverse s/' 
additional infoV 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


Interagency Report Control No 
0180-DOA-AN 



ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

NORTHEASTERN UNIVERSITY 
DIV. OF LABORATORY ANIMAL MEDICINE 

21 MUGAR LIFE SCIENCES BLDG. 360 HUNTINGTON 
AVE 

BOSTON, MA 02115-5000 

in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 


1. REGISTRATION NO. 
14-R-0021 


CUSTOMER NO. 
118 


FORM APPROVED 
0MB NO. 0579-0036 


NORTHEASTERN UNIVERSITY 
BOSTON. MA 02115 

NORTHEASTERN UNIVERSITY 
BOSTON, MA 02115 


FACILITY LOCATIONS fstfes) 


^ I 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


10 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


952 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompan^ng pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


F. 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

0 + E) 


962 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


small mammals 


Sugar Glider 


73 


8 


73 


8 


ASSURANCE STATEMENTS 

animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. a y h g. 

2) Each principal investigator has considered alternatives to painful procedures, 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 

’’HI!?'’ .'"T Animal Care and Use Committee (tACUC). A summary of all the exceptlont Is attached to this annual report. In 

addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. / 

HEADQUARTERS 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

sinwATiiRP np r P n no ixict|tutIONAL OFFICIAL rNAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


11/05/2003 


l-UKM 7023 

(AUG 91 ) 


(Replacss VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 




APHIS Form 7023 Additional Reported i >s 


The following additional sites have been reported by the facility. The reported sites have not been verified by APHIS and 
have been provided by the facility solely for completeness of the APHIS Form 7023 Annual Reporting submission. 


Registration Number: 14-R-0021 

Customer Number: 1 1 8 

Facility: NORTHEASTERN UNIVERSITY 

DIV. OF LABORATORY ANIMAL MEDICINE 

21 MUGAR LIFE SCIENCES BLDG, 360 HUNTINGTON AVE 
BOSTON, MA 02115-5000 



Northeastern University 

Mugar Life Sciences Building, Basement 
360 Huntington Ave. 

Boston, Mass. 02115 
Northeastern University 
Richards Hall, 4th Floor 
360 Huntington Ave. 

Boston, Mass. 02115 
Northeastern University 
Nightingale Hall, 3rd Floor 
360 Huntington Ave. 

Boston, Mass. 02115 


This report is required by law (7 USC 2143). Failure to report acco 
result in an order to cease and desist and to be subject to penaltie; 


to the regulations can I 
rovided for in Section 21! 


NOV 2 0 2003 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attaq 
additionaf 


rm for 
-ation. 


1. CERTIFICATE NUMBER: 14-R.0022 
CUSTOMER NUMBER: -j ^ Q 


interagency Report Control No.: 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Massachusetts Eye & Ear Infirmary 
243 Charles Street 
Boston, MA 02114 


Telephone: (617) -573-3178 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


purposes. Attach additional sheets if necessary ) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A 1 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Oats 


6. Guinea Pigs 


7. Hamsters 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


96 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


25 


96 


8. Rabbits 


9. Non-human Pn'mates 


10. Sheep 

11. Pigs 


141 


141 



12. Other Farm Animals 

Chinchillas 


13. other Animals 


19 



ASSURANCE STATEMENTS 


’ ’ rea“;:^raS:r'‘' > °.<»-^N.^nb,ollowingaCual 

2) Each principal investigator has considered alternatives to painful procedures. 

bnaf axplanation of ,ha axcaptiona, a, wall a. m. sf^as anZ;?;,^^ “al. aS '^CUC-approvad axcaption., thi, summary irS 

1) The anandlrra valarinari an for .hi, rasaarch facilify ha. appropriata authority fo anaura .ha provi.lon of adapuafa va.arinary cam and to ovarsaa .ha adapuacy of Char espaC. of arrimal cara and u,a. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official ) 


SIC 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Tvoa nr Print 


APh 


58), which IS obsolete.) 







Tnis report is nquired by law (7 DSC 2143). Failure to report ^ccr' ''g to the regulations can 
result in an orcier to cease and desist and to be subject to oenallij ;rovided for m Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See attach'*'’ ^"rm for 
additional ‘*ation. 


I 


1. CERTIFICATE NUMBER: i4-R-0025 
CUSTOMER NUMBER: -|21 


Holyoke Community College 
Veterinary & Animal Science 
303 Homestead Avenue 
Holyoke, MA 01040 

Telephone: (413) -538-7000 


Interagency Report ControINo. 


fi 



FORM APPROVED 
0MB NO. 0579-0036 


C 2 9; 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ). se^ktached Usling 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 


Animals Covered 
Bv j^nimal 
Welfare Fcegulations 


Number of 
ahimais being 
bred, conditioned, 
or held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
aistress, or use 
pain-relieving 
drugs. 


Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted invoivino 
accompanying pain or 
distress to the animais an 
for which apprcoriate 
anesthetic, anaigesic, or 
tranquilizing drugs were 
used. 


Number of animats upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or iranquiliz 
drugs would have adversely affected the proceoures, 
resuits, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of tne 
procedures producing pain or distress in Inese animais a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4 Dogs 


5 Cats 


6, Guinea Pigs 


7 Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anastatic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility, 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC -approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected, 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of ether aspects of animal care and use. 


A 


38). 



















This report is required b/ law (7 USC 2143), Failure to report acc 
result in an order to cease and desist and to be subject to penaltii 


q to the regulations can ^ 
provided for in Section 21.' 


NOV 2 6 2003 


See atta 
addition. 


'orm for 
mation. 


Interagency Report Control No 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: 14-R-0027 
CUSTOMER NUMBER: 23 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Avant Immunotherapeutics, Inc. 
119 Fourth Avenue 
Needham, MA 02194 

Telephone: (617) -433-0771 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these 


purposes. Attach additional sheets if necessary ) 




ll'l Adr A)2ET>rfAV7 mA FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILffY ( Attach additional sh.«t. If necwswv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use ot 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress In these animals a 

the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Himsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Fann Animals 


13. Other Animals 



2) Each principal inveatigator hat contidarad altemativat to painful procadurat. 

Institutional Animal and Use Cofrmilttea^ScM^wlJi^^a^u^ sxplainad by the principal investigator and ap 

brief explanation of the exceptions, as wail as lha lACUC-approved exceptions, this summary Irx 


adequacy of other BSpecta 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SI6N> 


( Type or Print ) 


APHIS 

{/ 


), which is obsolete.) 


DATE SIGNED 


- ' / 



This report is required by law (7 USC 2143), Failure to report accor 
result in an order to cease and desist and to be subject to penalties 


‘0 the regulations can 
jvided for in Section 21! 


NOV 2 4211113 


See attache'* '’nrm for 
additional 3tion. 


Interagency Report Control 




1. CERTIFICATE NUMBER: 

14-R-0029 

CUSTOMER NUMBER: 

125 


\ a \ ) 


)lete.) 




This report is required by law (7 USC 2143). Failure to report aq 
result in an order to cease and desist and to be subject to penal^ 


g to the regulations can 
provided for in Section 21! 


See atti 
addition^ 


form for 
jrmation. 


Interagency Report Control No 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 14.R.0030 

CUSTOMER NUMBER: ^ 26 

FORM APPROVED ’ 

0MB NO. 0579*0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Brandeis University 

Office Of Sponsored Programs 

Grant. Contract & Patent Admin 

P.O. Box 91 10 

Mail Stop 1 1 6 

Waltham, MA 02254 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) * See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets If necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4, Dogs 


5. Cats 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


6. Guinea Pigs 


7. Hamsters 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


778 


13. Other Animals 


Gerbils 


Gray Squirrels 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 




ASSURANCE STATEMENTS 

1) Pr(^ssionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during and following actual resc 

teaching, testing, surgery, or experimentation were followed by this research facility. w m - k lonowmg anuai rest 

2) Each principal invastigator has considarad altamativas to painful procaduras. 

Iliututonal '' and regulatlont be specified and explained by the principal investigator and ap 

brfif fh ^ y Committee ( WCUC). A sumitiaiy of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 

oner explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 




CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SI 


AP 


80), which is obsolete.) 


DATE SIGNED 


M/17/C 


3 



This report s required by law (7 USC 2143). Failure to report accr 
• “ SLi ' in an order to reaso and denist and to be subject to penaltie 


to the regulations can 
rovided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attaq-' 
additional 


,*nn for 
lation. 


1. CERTIFICATE NUMBER: 14-R-0031 

CUSTOMER NUMBER: 27 


Interagency Report Control No 


FORM APPROVE 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Acambis, Inc. 

38 Sidney Street 
Cambridge, MA 02139 

Telephone: (61 7) -49 2FT3iyT" 


3. REPORTING FACILITY ( List all locations where animals were housed or used In actual research, testing, or experimentation, or held for these 


i 

», I 

j 






purposes. Attach additional sheets if necessary ) 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REP0RT^0F_ANIMALSJJSED by or UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o) 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 



’ rxrronr: ZZZT’ P^or .o, cunno, ,nd fonowina acu,. r.« 

2) Each principal investigator has considered alternatives to painftil procedures. 

bria, explanation cl '* ^^UC^oved axcaptiona, thialmmary 

4) The attending vet arinarian for thi, research facility ha. appropriate authority to anaura tha provialon of adequat. vetarinaQr care and to ovarsaa the adequacy of other aapact, of animal care and uaa. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE 


DIAL ( Type or Print } 


APHIS FORM 
( AUG 91 


Dlete.) ' 


DATE SIGNED 


/( k ’’loA 


Customer ID and Site Address: 


ID: 127 

Sidney Street 
Cambridge, MA 02139 
County: Middlesex 


Telephone 
(€47)4 0 4- 133 9 






This report is required by law (7 USC 2143). Failure to report accr to the regulations can U 

’'■0'''ded for in Section 21 i 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


0 2 2003 


See attach^'h form for 
additionj mation. 


1. CERTIFICATE NUMBER; 

14-R-0032 

CUSTOMER NUMBER: 

514 


Interagency Report Control No.; 


FORM APPROVEDT 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Shriners Burns Institute 
Shriners Hospitals For Children 
51 Blossom Street 
Boston, MA 02114 

Telephone: (617) -371-4900 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expen mentation, or held for these 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


purposes. Attach additional sheets if necessary ) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FArii itv / i u * * 

— r AGILITY I Attach additional sheets if necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. { An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7, Hamsters 


8. Rabbits 


10 



10 


9. Non-human Primates 

10. Sheep 

11. Pigs 


12. Other Farm Animals 




13. Other Animals 



ASSURANCE STATEMENTS 


’ ’ foL“' resea^faX™'" drug ., prior to. during and follcwins actual re« 

2) Each principal investigator has considered alternatives to painful procedures. 

Institutional Animal Care and Use CornmfttM™ACUC )" A's^^mmaV^aTsuch^e^^^^ standards and regulations be specified and explained by me principal investigator and ap 

bnaf explanation of th. exceptions, as well as th. species andlmb^r ofartmairaS “ '^CUC-approved excaptions, this summary ln< 

_4, The attending veterinarian for this research taoility has appropriate aumchty to provision of adeguat, veterinary care and to oversee the adaguacy of other aspects of animal care and us,. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I MA 


KAC J9. TJX! C r\tT 


DATE SIGNED 

il /. Hi 


is obsolete.) 


This report is required by taw (7 USC 2143), Failure to report acc 
It I. ar orger t o cease and desist and to be subject to penaltie 


^ to the regulations can 
jrovided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


if 5 ^003 


See attar 
addition^ 


orm for 
mation. 


Interagency Report Control No.; 


1. CERTIFICATE NUMBER: 14.R-0036 
CUSTOMER NUMBER: 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


University Of Massachusetts At Amherst 
Animal Care Office 
512 Goodell Building 
Amherst, MA 01003 


Telephone: (413) -545-0668 


3. REPORTING FACILITY ( List alt locations where animals were housed or used in actual research, testing, or experimentation, or held i 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


for these purposes. Attach additional sheets if necessary ) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY « Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yg 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o; 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 


6. Guinea Pigs 

7. Hamsters, Syrian 

8. Rabbits 

9. Non-human Primates 

- 

10. Sheep 

1 1 . Pigs 

1 2. Other Farm Animals 

Cows 

Horses 

13. other Animals 

see attached I 


87 

17 


120 


11 

112 

33 


10 


615 

37 


735 


43 


11 


112 


33 



ASSURANCE STATEMENTS 


teaching, testing, su^rgery, or experimentaibn were ^I^Tby m^s rTsearcrfi tacilitj^^'*’ ‘ncludmg appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
2) Each principal investigator has considered alternatives to painful procedures. 

Institutional Animal Cm and Uw^mmSlM'^llACUC^ A »l«nd^s a^ regulations be spacitied and explained by the principal investigator and ap 

brief explanation of the exceptions, e. well as the specie. end?Z>^ ^ lACUC-approved excepUons. this «imma,y im 

4) ^-‘♦-'^^-^ve'^-in-^'antorthisresearchfaciiltyha. epprophateauthohtytoensuremeprovisionofed^^^^ 

CERTIFICA^oJ^^lEADQUARTER^ESEARcITFAcIu^^^FFlcJAr^""^™""^""^™^™"^™""™"™*"^™'"'^^" 

^ ( Chief Executive Officer or Legally Responsible Institutional Official ) 


N/XMP A TITI C r\C r' C lAic^'Ti-Ti i-r-irMitAi 


DATE SIGNED 


( ) If 


s obsolete.) 


f/k 


^0: 



ANNUAL REPORT OF RESEARCH FACILITY 
CONTINUATION SHEET-PAGE 2 

University of Massachusetts-Amherst 

Animal Care Office 
512 Goodell Building 
Amherst, MA 01003 
413-545-0668 


Virginia Oppossum 0 

Siberian Hamsters 154 


Mongolian Gazelle 
Tropical Hares 
Martens 

Gerb ils 

Meadow voles 
Beavers 

Prairie voles 

Red-backed voles 
Star-nosed moles 
Short Tail shrews 

Bats: 

Ariibeus 

jamaicensis 

Epomophorus 

wahibergi 

Pteropus 

conspicillatiis 

Carol lia 

|)erspicillata 

Cynopterus 

brachyolis 

Glossophaga 

soricina 


0 

0 

0 

0 

0 

0 

800 

0 

0 

0 


c 

D 

E 

oo 

0 

0 

70 

75 

0 

11 

0 

0 

15 

0 

0 

34 

0 

0 

139 

0 

0 

8 

0 

0 

0 

20 

0 

160 

150 

0 

3 

0 


2 

0 

0 

4 


0 




10 

0 

0 

5 

0 

0 

10 

0 

0 

10 

0 

0 

10 

0 

0 

5 

0 

0 


85 

145 


11 

15 

34 

139 

8 

20 

310 

3 
2 

4 


10 


10 


10 


10 


5 


Facility locations for Item #3 


Animal Care facilities; 

Central Animal Care 
Tobin Hall 
Bartlett Hall 
Morrill Science 2 South 
Morrill Science 4 North 
Thayer Laboratory 
Hadley Livestock Facility 
South Deerfield Facility 



Summary ot Exceptions to the Regulations and Standards 
Specified and Explained by the Principal Investigator and Approved by the lACUC 

In a study involving Syrian hamsters, the researcher submitted a memorandum of 

explanation to the lACUC regarding a change in the cleaning schedule for cages in which 

his hamsters are housed for particular studies approved previously by the lACUC. This 

lelates to 9 CFR, Ch. 1, Part 3, Subpart B, 3. 31, a. This matter was discussed and 

approved by the lACUC on August 20, 2001. The measure is supported by a policy 

statement of the Society for the Research on Biological Rhythms which appeared in the 

Journal of Biological Rhythms, Vol. 8, pp. 97-106 (1993) which outlines and explains 

modifications of normal observance, cleanliness/sanitation, and food and water provision 

procedures for rodents in circadian rhythm studies. The change involved delaying cage 

cleaning because the stimulus of the cleaning process (new cage, fresh bedding, disrupts 

tree running activity levels developed during the study. These activity levels must be 

measured over several weeks in the same (unchanged) cage environment. It was agreed 

that the researcher will monitor closely the cages during these particular studies to insure 

the environments of the hamsters and mice will be satisfactory as possible until the date 

collections are completed. Such observations must be conducted under very dim red 

illumination. It was agreed by the lACUC and the Director of Animal Care that inactive 

animals will be visually checked to make sure they are not ill or in distress. Healthy mice 

and hamsters run many revolutions on a wheel each night, and computer records 

indicating robust activity are considered adequate verification of each animal’s well 
being. 



This report is required by law (7 USC 2143). Failure tq 
result in an order to cease and desist and to be subject 


‘ according to the regulations can 
jnalties as provided for in Section 2'»50. 


See reverse ^ 
additional infd. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


on. 


1. REGISTRATION NO. 

14-R^038 


CUSTOMER NO. 

132 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 
include Zip Code) 

WILLIAMS COLLEGE 
P.O. BOX 666 

WILLIAMSTOWN, MA 01267 


"""""" research, testing, teaching, or expgrimgnlalion. or held for these purposes. Attach additional 


WILLIAMS COLLEGE 
WILLIAMSTOWN, MA 01267 


FACILITY LOCATIONSCsKes; 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets ifneosssarv 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conduced involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


or use APHIS FORM 7023A ) 

Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompan^ng pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgeslG, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Colt. C * 

0 + E) 




ASSURANCE STATEMENTS 


2) Each principal investigator has considered alternatives to painful procedures. 

care and to ov«see the adequacy of other 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

* certify that the above is true, correct, and comple te (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) " I DAT! 


DATE SIGNED 


11/25/2003 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 86), which Is obsolete 


PART 1 - HEADQUARTERS 


This report is required by law (7 USC 2143). Failure to report acco 
esult in an order to cease and desist and to be subject to penalties. 


0 the regulations can 
jvided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See attach; 
additional t 



1. CERTIFICATE NUMBER; 14-R.0041 
CUSTOMER NUMBER: ■\ 33 


Becker College 
61 Sever Street 
Worcester, MA 01609 

Telephone: (508) -791-9241 


Interagency Report Control No 



i 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experiinentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o‘ 
pain*relieving 
drugs. 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


27 


10 


0 


12 


0 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accon^anying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


0 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


0 


0 


0 


11. Pigs 


1 2. Other Farm Animals 


0 

0 


0 


13. Other Animals 


0 


0 

0 


0 

0 


0 


0 


0 


0 

0 


0 

0 


15 

10 


0 


0 


0 


0 


0 


0 

0 


0 


0 


ASSURANCE STATEMENTS 

' ’ Boyeming the care, treatment, and use of animals, including appropriate use of anastatic, analgesic, and tranquilizing drugs, prior to, during, and following actual res« 

teaching, testing, surgery, or experimentation were followed by this research facility » ».r u. n,, o.,iuai , 

2} Each principal investigator has considered alternatives to painful procedures. 

A the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 

Insbtutional Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary im 

brief explanation of the exceptions, as well as the species and number of animals affected. ^ 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate vet erinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGN 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


APm 

I AULj ) 


solete.) 









This .eport is required by law (7 USC 2143). Failure to report accr 'o the regulations can 
result ir an orditr to cease and desist and to be subject lo penalties . ovided for in Section 21 ! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attach 
additional' 


m for 
lation. 


Interagency Report Control 






1. CERTIFICATE NUMBER: 14-R-0042 

CUSTOMER NUMBER: -j 22 


FORM APPROVED 
0MB NO. 0579-0036 




ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Cytogen Research & Development, Inc. 
89 Bellevue Hill Road 

West Roxbury, MA 02132 


Telephone: (617) -325-7774 


3^PORTING FACILFTY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these 


purposes. Attach additional sheets if necessary ) 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessary or use APHIS Form 7023A 1 


Animals Covered 
By The Animal 
Welfare Regulations 


Nunnber of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experinnents, or 
tests were 
conducted 
involving no pain, 
distress, or use ot 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress lo the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ), 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


1 65 


12 


10. Sheep 

11. Pigs 


12. Other Farm Animals 


13. Other Animats 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



12 



ASSURANCE STATEMENTS 


’ ’ “ll^wXr. -^P^opnale - qf ane.«c. analgesic, and tranquilizing qmg., pnor to, during, and following qcUia, raa. 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanal^r. q, axcapUona, a. wall a. ^ a,;:™i* S ^ lACUC-apprpvad excaplion., mi. «r™nary ir^ 

4) The atfandina veterinarian for mi, re«.arc h facility ha. appropriate authority to enaur, the provision of adequate veterinary care a,Hl to ovar«.e Iha adequacy of other aapeC of animal cara and q«. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIC 


I MAMF X. TITI C DC n r\a tki 




or Print ) 


DATE SIGNED 


APF 


1 1 / 8/0 


/ 


is obsolete.) 


Customer ID and Site Address: 
ID: 122 

89 Bellevue Hill Rd 
^ "Wa l tham, MA 02132 — 

- County: M i dd l oocx — 


Telephone 


(617) 325-7774 


West Roxbury, MA 02132 
County: Suffolk 



Ctstomer iD and Site Address: 
ID: 122 

Brandeis Unverslty 
Foster Biomedical 
Research Bldg. 

Waltham, MA 02254 
County: Middlesex 


Telephone 


( 781 ) 736-2052 



This report is requited by law (7 USC 2143). Failure to report accc 
result \o ar order tr cease and desist and to be subject to penalties 


*0 the regulations can 
. ovided for in Section 21 i 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attach 
additional 


'•m for 
lation. 


1. CERTIFICATE NUMBER: 14-R-0047 
CUSTOMER NUMBER: 455 


Interagency Report Control 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Ariad Pharmaceuticals, Inc, 
26 Landsdowne Street 
Cambridge, MA 02139 

Telephone: (617) -494-0400 


3. REPORTING FACILrTY ( UsI all localions where animals were housed of used in actual research, lesling. or expenmentallon. or held for these purposes. Attach additional if 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets if neceMarv or APHl .«5 For,. > 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7, Hamsters 


8. Rabbits 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
aninnals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. { An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


9. Non-human Primates 


10. Sheep 

11. Pigs 


1 2. Other Farm Animals 


13. Other Animals 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


ASSURANCE STATEMENTS 

teaching, testing, surgery, or experimentatton were by this researrti'facilily.*'*' o' anestetie, analgesic, and tranquilizing drugs, prior to, during, and following actual rss< 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, a. well as m. specie. “el. 3".^^ * 'ACUC-approved exceptions, this summery in< 

4) The attending veterine nen for this research farxlity has appropriate authority to ensure the provision of adequate veterinary cere end to overs ee the adequacy of other aspect, of enimei care end use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


lAL 


I NAME & TITLE OF C F n DR lM.<iTiTi iTinwAi rtcc 


I I A I / 7* t A V 


DATE SIGNED 




^3 (OCT 88), which is obsolete.) 


7 



Customer ID and Site Address: 
ID:455 

26 Landsdowne Street 
Cambridge, MA 02139 
County: Middlesex 


Telephone 



Column E Explanation 


This form is intended as an aid to completing the Column E explanation. It is not an official form and its use is 
voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number; 


UDT AypL'lcARl.E 


2. Number 


of animals used in this study 


3. Species (common name) 


of animals used in the study 


4. Explain the procedure producing pain and/or distress. 



5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to 

determine that pain and/or distress relief would interfere with test results. (For Federally mandated testing se 
Item 6 below) 



6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations 
(CFR) title number and the specific section number (e.g., APHIS, 9 CFR 113.102): 


Agency 


CFR 




Interagency Reporl Control No.: 


This report is required by law (7 USC 2143). Failure to report acc( 
result in an order to cease and desist and to be subject to penalties 


to the regulations can 
provided for in Section 211 


See attac’ 
additional 


irm for 
nation. 




FACILITY LOCATIONS ( Sites ) * See Atached Listing 

Site listed above 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets iff necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yr 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o^ 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 




13 Other Animals 


Ferrets 


Deer Mice 


/hite Footed Mic 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during and following actual res« 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary in< 
brief explanation of the exceptions, as well as the species and number of animats affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 




KIAf^ilC O TIT*! C ^CT CT ikiC'-riT’i I’T’ii^s^iAi a t 


3r Print ) 


DATE SIGNED 

loh /dj 


( AUG 91 ) 


alete.) 


















This report is required by law (7 USC 2143), Failure to report acc ' to the regulations can 

result '1 . • . or.jer .o cfejse and desist and to be subject to penaltif provided for in Section 21 ! 

See attar* 'orm for 
additions nation. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

T CERTIFICATE NUMBER: 'j4-R-0062 

CUSTOMER NUMBER: 534 


FORM APPROVED 

0MB NO. 0579-0036 


Robert W. Me Allister 



ANNUAL REPORT OF RESEARCH FACILITY 

Millbrook Immunoserv 


( TYPE OR PRINT ) 

P.O. Box 513 

Amherst, MA 01004 



Telephone: (413) -253-5083 





FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 


A. 

Animats Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, conoitioiied. 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which ieacl'iing, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 

D. Number of aninnals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of aninnals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. { An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 




1 

1 


8. Rabbits 

430 

770 

207 


577 

9. Non-human Primates 






10. Sheep 



1 

1 


1 

11. Pigs 

4 




4 

12. Other Farm Animals 




1 

-■■ ■ * 

Q 0 at ^ 

90 





13. Other Animals 

























ASSURANCE STATEMENTS 

1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rose 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 

Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legaily Responsible Institutional Official ) 


ME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 



( AUG 91 } 




Cus »nner ID and Site Address: 

10:534 

Research Pig Facility 
1730 South East Street 
Amherst, MA 01002 
County: Hampshire 

Re,^e,a/ich Qoat 7 adllJ^ty 
172, Baatit o/L St/ie,e.t 
^/iaa&.y, iVA 01033 

County: Hamp,:>h.t/ie. 

Re.Ae.a/ick Raiiti Taclllty 1 e,le.pkone. 

1380 So. ta^t (4-13)25 3-5083 

Amhe./L^i, CIA 01002 

County; HampAht/ie. 

Rcitttt I3ns,Q.cLtny t cic-tttty 1 1 ^t 2 ,ption^ 

1210 Bay Road ( 41 3 ) 253-5083 ) 

Amke./i-6t, CIA 01002 

Ralilt Bnze-dtng Taclllty 2 Telephone. 

1210 Bay Road ( 41 3 ) 253-5083 

Amhe/i-6t, CIA 01002 


T elepho ne 

(413)253-5083 ) 


Telephone 

(413)253-5083 



T’lis report is required by taw {7 USC 2143), Failure to report accc 
result in an order to cease and desist and to be subject to penaltie: 


to the regulations can 
jvided for in Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PUVNT HEALTH INSPECTION SERVICE 


See attached f^'rn for 
additional ' ation. 


1. CERTIFICATE NUMBER: 14-R-0066 

CUSTOMER NUMBER: 721 


Interagency Report Control No 



FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Embryotech Laboratories, Inc. 
323 Andover Street 
Wilmington, MA 01887 

Telephone: (978) -658-4600 


^ -i 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes Attach additional sheets if necessary ) 


FACILITY LOCATIONS (Sites) - See Atached Listing 


REPORT^F^NIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and forwh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 







5. Cats 






6 Guinea Pigs 






7,. Hamsters 


IldH 




8. Rabbits 





V \ ^ M 

9. Non-human Primates 


1 

* 




10. Sheep 






11. Pigs 

— — — ■ 1 ■ 1 





1 

12. Other Farm Animals 




1 








13. Other Animals 

























ASSURANCE STATEMENTS 

TeTcifna Sng'Tuw* by Ws resear" during, and following actual res. 

2} Each principal investigator has considered alternatives to painful procedures. 

IsMutonal timaTcarlVnd Um Com^ '= regulations t>a specified and expiained by the principal investigatpr and ap 

bnef e:ZaTr:l fhraxXs as ^J'arair^r ed"' ^CUC-approved exceptions, this’suntntary Ir^ 

4) The attending veterinanan for this research facility has appropriate authority to ensure the provision of adequala veterinary care and to overs ae the adequacy of other aspects of animal care end use. 

CERTIFICATION BY HEADOUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF (^.E.O. OR INSTITUTIONAL OFFICIAL { Type or Print 


DATE SIGNED 




38), which IS obsolete.) 






FACILITY LOCATIONS ( Sites ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animats being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animats upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 



11. Pigs 


12. Other Farm Animals 


1 ) Profossjonally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to during and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 

institutional Animal Caro and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief^ecutlve Officer or Legally Responsible Institutional Official ) 


I 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Tvoe or Pr/nZ I 


DATESIGNED 

H o 


i 


f 









Customer ID and Site Address: 
ID: 756 

300 Charlton Road 
Spencer, MA 01507 
County: Worcester 


Telephone 

(508)248-9828 



Customer ID and Site Address: 


ID: 756 

200 Westboro Rd 
(Lab Animal Medicine) 
Peabody Pavillion 
(Goat Barn) 

North Grafton, MA 01536 
County: Worcester 


Telephone 

(508)839-7992 



Customer ID and Site Address: 
10:756 

St Gabriel Research 
Station 
P O Box 34 

St Gabriel, LA 70776 0034 
County: Iberville 


Telephone 

(504)642-5474 



Customer ID and Site Address: 


ID: 756 

87 New Spencer Rd Telephone ::ro^ 

Charlton Depot, MA 01509 
County: Worcester 



Customer ID and Site Address: 


ID: 756 

2938 380th street Telephone '7/^- 7 ^^ ' V/ 

Sioux Center, lA 51250 
County: Sioux 



This report « required by law (7 DSC 2143). Failure to report acc- 
' n : . der to cease and desist and to be subject to penalt; 


0 the regulations can 
jvided for in Section 2 


OfC 0 2 2003 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attach*' 
addition 


n for 
ition. 


1. CERTIFICATE NUMBER: i4-R-0079 
CUSTOMER NUMBER: 700 


Interagency Report Control No.: 




FORM APPROVED 
0MB NO. 0579*0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Millennium Pharmaceuticals, Inc. 
640 Memorial Drive 
Cambridge, MA 02139 


Telephone: (617) -679-7000 


3. REPORTING FACILITY ( List all locations where aninnals were housed or used in actual research, testing, or expert rrtentati on. or held for these purposes. Attach additional sheets if necessary 


FACILITY LOCATIONS ( Sites ) • See Atached Listing 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



13. Other Animals 


B. Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

i£> 

\S 








3T 1 

1 1 






O 




































b 





TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


iS 


1(^3 


5 L 


ASSURANCE STATEMENTS 

^ ^ Standards goyeming the Mre. treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual resc 

leaching, testing, surgery, or experimentation were followed by this research facility. « w - k w. « lonowing a«uai 

2) Each principal investigator has considered alternatives to painful procedures. 

i^TsCrdnal T " '» •"'I regulations be specif, ad and explained by the principal investigator and ap 

brflf edddar^afern Phi ('ACUC), A Summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptone. this eummary im 

Drier explanation of the exceptions, as well as the species and number of animals affected. 

4) The atte nding veterinar ian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of a nimal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
/ , ^ ( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATUI 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL f Tvoe or Print ) 


DATE SIGNED 


APHIS FOF 
AUG 


bsolete.) 



1 1/14/03 


Please note the following site iocations for Miilennium Pharmaceuticals Inc. FY 
2003 : 

ID: 760 


( 1 ) 

35 Landsdowne Street 
Cambridge, Ma. 02139 

Phone: (617)551-3608 

(2)* 

256 East Grand Avenue 
South San Francisco, CA 94080 


*Millennium’s S. San Francisco site was closed down effective 11/19/03 and is no longer 
housing animals or performing research as per letter to USDA dated 1 1/3/03. 




FACILITY LOCATIONS ( Sites ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY { Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of aninrtals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report }, 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7, Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rose 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of ail such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary in< 
brief explanation of the exceptions, as well as the species and number of animats affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGN/ 


I kl A I O “rtT"! m , 


APHIS 

( Auu ai ) 


DATE SIGNED 


9 / 30/03 


T IS obsolete.) 












Customer ID and Site Address: 


ID:1C9 

600 Suffolk Street Telephone 

2nd Floor South 
Lowell, MA 01854 
County: Middlesex 


As of September 16, 2003, the lACUC 
closed the facilities located at 
Center for Chronic Disease Control, 
Weed Hall, South Campus 



This report is required by law (7 USC 2143), Failure to report acc q to the regulations cah i r 

ref in an or der to cease and desist and to be subject to penalti jrovided for in Section 2l't 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


4t^ i* V \i# 


See attar 
additioni 


■ 'orm for 
mation. 


Interagency Report Centre^ 


1. CERTIFICATE NUMBER: 'I4-R-0082 
CUSTOMER NUMBER: -j 40 


FORM APPROVED 
0MB NO. 0579-0036 


Tufts- New England Medical Center, Inc 
171 Harrison Avenue, Nemc#112 
Boston, MA 02111 

Telephone: (617) -636-5615 


3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 



OF ANI MALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. { An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


M & 


2 . 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 






1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility, 

2} Each principal investigator has considered alternatives to painful procedures. 

3) facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 

Institutional Animal Care and Use Committee (lACUC), A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC -approved exceptions this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) ^jrhe^ttendii^ veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

I NAME & TITLE OF C.E.O. OR INSTITUTIONAI OFFICIAI t Tuno nr Print I tOATE SIGN^^ 


( AUG 91 }' 


,OCT 88), which is obsolete.) 














Tufts-New England Medical Center 


Location of Animal Facilities 
Steams-Amold 
Ziskind 


Location of Research Laboratories 


M&V 
South Cove 
Steams-Amold 
Tupper 
Ziskind 
Biewend 
Jaharis 
75 Kneeland 





•’y 'aw (7 use 2143 ). Failure lo rei 
5 J I . 1 order to cease and desist and to be subject t 


according to the regulations ca^ \-- 
jllies as provided lor in Section 2150. 


UNrTEO STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


4U(i3ee reve' 

addilioi( 


'•de lor 
^rmation 


interagency Report Control No 
OieOOOA-AN uoitN^ 


FORM approved 
0MB NO. 0579-0036 


1. REGISTRATION NO. 

facility (Name and Mdre„. as registered with USoT 

s 7~o '^C c ^ ^ ^ 

0 rClZ S (P^/yS’C lEtTb ^ 

C'iZ i// C L- ^3 i> /• W S- i\Co o s' 

_ C H grs 7 >i W r LL. At/i 0^1^ (,J- 

’■ animals were housaO or used In ac.ua. resLiCh, leslin g, leaching, or eapenreenla.ion. or held lo, these purposes. Auach addii.on T 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


FACILITY LOCATIONS (Sites) 



) a J-/ j.)/ ^ 


os. ) Co LtFG F 



REPOPTng AMiMAi c lieep^ ■' ^ ^ 

?" FACILITY lAffacft adtdihonai sh eets it necessary or use APHiS FORA# 7023A,) 

^ I B *« • • ^ a' »*-v/ 


Animals Covered 
By The Animal 
Welfare Regulations 


Di 


5. Cats 

6. Guinea Pios 


7. Hamsters 


8. Rabbits 


9a Non-h uman Primates 
1 0. Sheei 


rLPios 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 

experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0- Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, anaigesic. or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
coTKJucted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiliaing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exptanation of 
the procedures producing pain or distress in these 
animats and tha reasons such drugs were not used 
must be sttached to this report)- 


TOTAL NO. 
OF ANIMALS 


(Cols. C 
D ♦ E) 


12. Other Farm AnimaJs 


13. Other Animals 


A SSURANCE STATEMENT S 

lol'owinfl^aclual research. analgesic, and Ifanquilizing drugs, prior lo. durioa. 

2) . Each principal invesligalor has considered a.iernalives lo painlul procedures. 

3) This laciliiy is adhering lo the standards and regulations under the Act .nH i. k> 

principal invMtigator and approved by the Insiilulional Animal Care a^ U» ComiHiiiM^ACUcrA®?!!®"* "“r *'*"<**''^* »"<* regulations be specilied and explained by the 
add...on lo .denltlytng ihe lACUCapproved exceptions, this summaty includes a b, J'S.ia'n'a'^Si .rre^.rclt^'^s^ Va?.tS?p:c‘^ -d^rbe^orj^irK aH^IS" ' 

r ----cn ,ac..,.y has appropnate author, ty ,o e nsure the provishtn o. adeguat. veterinary care and to overture .he adeguacy o, other aspects o. 

by HEADQUARTES RESEARCH FACIUTY OFFICIAL 
^ . «rnfv“.haT?t> Responsible Institutional OfTiclal) 

cerlily^l the above is true, correct. ar>d complete (7 U.S.C. Section 2143 ). 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


MAiiP A 


^ eP ^ 


Type Of PrinO 


APH 


( AUG 91) 


18-23 (CX^T 88), which is obsolete > 


PART 1 . HEADQUARTERS 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets If necessary or use APHIS Form 7023A I 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purp)ose5. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use ot 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animats upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquillz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used rrxist be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4 . Dogs 


5. Csts 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non>human Primates 


10. Sheep 


11. Pigs 


1 2. Other Farm Animals 



13. iDther Animals 



ASSURANCE STATEMENTS 




1 ) Professionally acceptable sterxlerds governing the care, treatment, end uae of animals, IrKluding ^)propriete use of anastatic, analgesic, «xj| tranquilizir^ drugs, prior to, duririg, end following ectuid res€ 
teaching, testing, surgery, or experimentation were followed by this reseerch facility. 

2) Each principal investigator has considered eltematives to painful procedures. 

3) This facility is erflienng to the standards and ragulations undar tha Act, and It has required that exoeptior^s to the steryltttls end regulations be specified and explained by the prindpel mvestigator end ep 
institutionel Animel Cere and Use Committee (lACUC). A summary of aH such axcaptlons is attached to tttle inrujal report In addition to identifying the lACUC-approved exceptions, this summary Irx 
brief explanation of the exceptions, as w^l as the species stkI number of enimels affected. 

4) The attending veterinenan for this reseerch foality has appropriate authority to ertsure the provision of adequate veterinary care end to oversee the adequacy of other aspects of animal care end use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILPTY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Offidai ) 




I IOC c r\r% 




I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


[date signed 

loh 


APHIS 1 

( AUG 91 ) 


1 ww/, ▼viiiwM la 



















































APHIS Form 7023 Site List 


The following sites have been reported by the facility. 


Registration Number; 
Customer Number; 
Facility; 


14-R-0052 

469 

Biogen, Inc. 

14 Cambridge Center 
Cambridge, MA 02142 


Building Bio 6 
Building Bio 8 



Tiis report is required by law (7 USC 2143). Failure to report acct to the regulations can 
result in an order to cease and desist and to be subject to penalties provided for in Section 21 ! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


iOEC 0 


■) ^ 


See attach 
additional 


Tn for 
lation. 


1. CERTIFICATE NUMBER: 14.R-0064 
CUSTOMER NUMBER; / -j 7 


Interagency Report Control No.: . 




FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Geltex Pharmaceuticals, Inc. 
153 Second Ave 
Waltham, MA 02451 


Telephone: (617) -290-5888 


3. REPORTING FACILITY ( List alt locations where animals were housed or used in actual research, testing. 


or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESFARCH FAPii itv / w 

— KtatAKCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o’ 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 

10. Sheep 

11. Pigs 

12. Other Farm Animals 



13. Other Animals 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



ASSURANCE STATEMENTS 


2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, as well as the species and number of animals affected. roport. In addition to identifying the lACUC-approved exceptions, this summary inc 

^ abending ve.,bnabanfo.«,j..e,e^,,.,Hyb,.ap prcpria.eau0^l.y.o ensure .f.p.ovj.|on _ 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
p ( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E.' 


NAMP fL TITl P AP A C A AO imotiti 


f” r- I * ( 


DATE SIGNED 


APHIS FORM 7023 
{ AUG 91 ) 


ich is obsolete.) 


12 / 22/2003 10:52 
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1-508-83} 5541 
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IbMllUiin. 


PAGE 0 3- 
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Old&OO^ 


TTT* 


Air? 


STATSS 

AMMU. ANO HEiilLTH INSFecnW 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYpe oA pfum) 


1. RfiCWIUTIONHO 
t 4 -Fl* 006 a 


.r i.ViM 


hdUhZipC^ 


CU$ToiiaiNO. 

137 


F 08 ilAm% 0 VE£) 
ofye NO. 057»a»6 
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(506) 8314000 



FACurr LdC3kTMl8|MMf^ 



Us 8 h 0 
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AnlrateCpwM^ 

AfiSiRil 

WElAi^• fttgiMons 


TOTAINO. 

0F1MMAL3 




A Ci UMM CE fflktaiBKlB 


1 ) hiMdMlyjacN;M«R«l 8 «Olf 9 Wn«(nsMeNt.Mi»ntafyiUMirfMllRiris,MdkipWraprtll>WQ^ 

«id lblbMin 0 tousl h#4rRiB. laAig. KES Afy« or 
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(XRItFfCATION BY 

(ChUf EmetMva OHtear or Laflalfir Riapgmibltt hulMiittolUil tofficiaO 
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APHifi FORM 7023 

(AlNSOI) 


(R«pi«cM vs FOni 1 U 1 (Dei M), WHdi b flbwitato 


I i i'/ii/ <i 3 

PARTI • HEADQUARTERS 







This report is required by law (7 DSC 2143). Failure to report accor 
result in an order to ceas<> and desist and to be subject to penalties 


I the regulations can 
ovided for in Section 21/ 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See attach^ ' mfor 
additional r ition. 


1. CERTIFICATE NUMBER: i4.R-0071 
CUSTOMER NUMBER: '\ 2Q 


Joslln Diabetes Center, Inc. 
Elliott P. Joslin Research Lab 
One Joslin Place 
Boston, MA 02215 

Telephone: (617) -732-2474 


Interagency Report Control No.( 


f. 


FORM APPROVED 
0MB NO, 0579-0036 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the aninnals an 

1 

j for which appropriate 

anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 



0 

5. Cats 

0 

0 



0 

6. Guinea Pigs 

0 

0 



0 

7. Hamsters 

0 

0 

1 



0 

8. Rabbits 

0 

1 

0 


1 

1 

1 

0 

i 

9. Non-human Primates 

0 

0 


1 


i 

10. Sheep 

I 

0 

1 

0 



0 

1 1 . Pigs 

0 

1 

0 



0 

1 2. Other Farm Animals 

0 

0 



0 







13. Other Animals 

0 

0 



0 






0 














ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of alt such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



('AUG 91 ) ^ 
















































Interagency Report Control 


This report is required by law (7 USC 2143). Failure to report acc 
result in an order to cease and desist and to be subject to penalti 


' to the regulations can 
jrovided for in Section 21! 


I 'NITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attac’ 
addition 


orm for 
nation. 


1. CERTIFICATE NUMBER: 

14-R-0086 

CUSTOMER NUMBER: 

142 


Blotek, Inc. 

21-C Olympia Avenue 
Woburn, MA 01801 

Telephone: (781) -938-0938 


FORM APPROVED 
0MB NO. 0579-0036 


0 J 


3. REPORTING FACILITY ( List all locations where animals were housed or used m actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


Aiiinrials Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report }. 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 



10. Sheep 


11. Pigs 


governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 

teaching, testing, surgery, or experimentation were followed by this research facility. w w . h y. iu ir y 

2) Each principal investigator has considered alternatives to painful procedures. 

ilisCional 1?“^ '' 'P* »'a'’<lard. and ragulations b« specified and explained by the principal invastigator and ap 

? /^imal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC -approved exceptions this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. y y u hh mm summary me 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official ) 



Kl A Tl I OCT C* r“ ^ ^ ^ 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print } 


DATE SIGNED 

10/1/03 


APHi 


{ AUG 91 ) 


ch is obsolete.) 




Thts report is required by law (7 USC 2143). Failure to report accor# ‘o the regulations can 
resul* an order to cease and desist and to be subject to penalties i /ided for in Section 21 ; 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional in^ ition. 


Interagency Report Control 



1. CERTIFICATE NUMBER: 

14-K-0107 

CUSTOMER NUMBER: 

150 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


The CBR Institute 

800 Huntington Avenue 
Boston, MA 02115 


for Biomedical Research, Inc 


Telephone: (617) -731-6470 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


or ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional ahaets If necaasarv or use APHIS Form 7023 A ) 


ie CBR Institute for Biomedical sttiAQiiflaitpn Avenue, Boston, .MA 02115 

First & Second Floor rodent rooms 


Aninnals Covered 
By The Animal 
Welfare Regulations 


Number of 
animats being 
bred, conditioned, 
or held for use in 
(eaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use <y 
paiivreiievtng 
drugs, 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranqulllzing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or Iranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
eiq^eriments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10 Sheep 



1 ) ProfaMionally accaptabla standards governing the care, treatment, and use of animals, Including appropriata use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual re« 
teaching, testing, surgery, or experimentation wore followed by this research facility. 

2) Each prindpai investigator has considared altemativas to painful procadures. 

3) This facility Is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 

Institutional Animal Care and Usa Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary int 
brief explanation of the excaptions, as well as the spectss and number of animals affected. 

4) The attandlng veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and usa. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Reaponsibto Institutional Offldal ) 


S‘^ 


MATl iDc r\c n r\ r\n isroTi'ri 


klAlLiC A. TiTi c nc n r\ ikicxiTi tTirMkiAi r^cctr^t 


^L ( Type or Print ) 


DATE SIGNED 


Af . iro I V./IMVI I 

( AUG 91 ) 


VQ rviMvi ooj, which Is obsolele.) 
















This report is required by law (7 USC 2143). Failure to report accon 
result in an order to cease and desist and to be subject to penalties u 


the regulations can 
jvided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 




See attached for 


additional i^ 


lion. 


1. CERTIFICATE NUMBER: 14-R.0126 
CUSTOMER NUMBER: 1 55 


Advanced Magnetics, Inc. 

61 Mooney Street 
Cambridge, MA 02138 

Telephone: (617) -497-2070 

/UJJ JJ- - 




0 3 






Interagency Report Control No.; 


FORM APPROVED 
0MB NO. 0579-0036 



3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

— 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and tne reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

^ 





5 Cats 

_Q 





6. Guinea Pigs 

0 

' • — — ^ — ■ . . — 





7. Hamsters 

0 





8. Rabbits 






9. Non-human Primates 

t3 





10. Sheep 

^0 



1 


11. Pigs 

0 





12. Other Farm Animals 

V 






A. ^ 





13. Other Animals 

- V 
























ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 

Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending ve terinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


/ 


SIGNATl 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 


O. TiTi c r\iz d r\ r\n tKio"ri-ri x'/ 7 


m. ( 


DATEi HGWED 







'his report IS required by law (7 use 2143). Failure to report acci to the regulations can ’ 
result In an order to cease and desist and to be subject to penalties as provided for in Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


0 c r 



ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attacT 'rm for 
additional lation. 


1. CERTIFICATE NUMBER: 14-R-0133 
CUSTOMER NUMBER: 1 49 


I /o *3 

Transkaryotic Therapies Inc, 
700 Main Street 
Cambridge, MA 02139 

Telephone: (617^ ^^9 1=76^ 

(fo ri) - 


Interagency Report Control 


itrol No.: 


FORM APPROVE 
0MB NO. 0579-0036 


S’ /^/ S 5 f' 

(,ThrO *y//*>'/o5^ 


3. REPORTING FACILITY ( List all locations wPere animals were housed or used .n actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sit6s ) - Sg 6 Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necassarv or use APHIS Form 7023A 1 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use m 
teaching, testing, 
expenments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
expenments. or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 


Number of animals upon 
which expenments. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropnate anesthetic, analgesic, or Iranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Jats 


6. Guinea Bios 


7. Hamsters 


3. Rabbits 


9. Non-human Primates 


10. Sheep 



teaching, tesbng^^rgery. or expefim^trti^'i^^rre rMoar” taciliv*'*’ appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual res< 

2) Esch principat invastiQator has considersd altomatives to painful procodurBs. 

bne, ,xpl.n.t,on of tb. .xepbon. a. ^ 'ACUC-approvad excapfiona, th,. aumntaty ,n< 

4) Tb. attanqing val ennarian for tbi. raaearcb factlity baa appropnat. aumority to anaura tha pfovtaion of ad^iuat. vetannaty car, and to ovarwa tha adK,u.cy of olhar aapaet. of antmal car, and u,«. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


StGNAI 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


APHIS F 

; AUu at ) 


I 




This report Is required by law (7 U SC 2143). Failure to repo 
result in an order to cease and desist and to be subject to pe 


cording to the regulations can 
s provided for in Section 21 1 


See attached fonn for 
addition-' -'ormation. 


Interagency Report Control No 


UNITED STATES DEPARTMENT uF MviRICULTURE 

1. CERTIFICATE NUMBER: ,A_R.ni4n 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


0MB NO. 0579-0036 


CUSTOMER NUMBER: -j 724 



Nitromed, Inc. 


ANNUAL REPORT OF RESEARCH FACILITY 

12 Oak Park Drive 


(TYPE OR PRINT) 

Bedford, MA 01730 ^ 



*0 

/ 


Telephone: (781) -685-9700 


|3JREPOI^nN^^ACIUT^^^Us^ino«itionswhenB^mTOlswerehousecF^ 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

Sy The 

Welfare Regulations 

i 

1 

1 

1 

1 

B. Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use ot 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
dnjgs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


i 




5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 





31 

9. Non-human Primates 





! 

10. Sheep 






11. Pigs 





1 

1 

1 

12. Other Farm Animals 




A 

^ - 

- T. 

* 4 








13. Other Animals 










\ 
















1) Professionaity acceptable standards governing the care, treatment, and use of animals, including appropriate use of atiestetic, analgesic, ar>d tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the starylards and regulations under the Act, arxl it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to idantifyir>g the lACUC -approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



)bsotete.) 



















This report is required by law (7 USC 2143). Failure to report acc to the regulations can 
resjit in an order to cease and desist and to be subject to penaitie; provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT ) 


See altac 
addition* 


rm for 
nation. 


Interagency Report Control Ni 


1. CERTIFICATE NUMBER: 14-R-0143 

CUSTOMER NUMBER: -| 708 

FORM APPROVED 

0MB NO. 0579-0036 

Vertex Pharmaceuticals, Inc. 

130 Waverly Street 

Cambridge, MA 02139 

Telephone: (617) -444-6100 



FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pam or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

1 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 

t 

i 



1 

1 


6. Guinea Pigs 

j 

0 

0 

0 ! 

0 

0 

7. Hamsters 


i 

1 




8. Rabbits 






9. Non-human Primates 






10. Sheep 

i 

i 



i 


1 1 . Pigs 




r- ■ ■ - ■ ■ '■ 


12. Other Farm Animals 





i 

1 






1 

1 3. Other Animals 







1 

f< »■— ■■ !■ ■ ■ ■ ■ 






1 

1 












ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resi 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary im 
brief explanation of the exceptions, as welt as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversea the adequacy of other aspects of animal car© and use. 



A 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



SIGNATURE OF C. 


AL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE 

ji» 

SIGNED 


APHIS FORM 7023 
(AUG 91 ) 


3 (OCT 88), which is obsolete.) 



















This report is required by law (7 USC 2143). Failure to report aco' 
result in an order to cease and desist and to be subject to penaltiei. 


to the regulations can 
l Ovided for in Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attach 
additional 


rm for 
lation. 


1. CERTIFICATE NUMBER: 14-R-0145 
CUSTOMER NUMBER: -| 002 


Interagency Report Control 


FORM ARRIVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


U C B Research, Inc. 
840 Memorial Drive 
Cambridge, MA 02139 


i 


/um 


Telephone: (617) -547-0033 


3. REPORTING FACILITY ( L,st all locations where animals were housed or used in aclual research, lasting, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 



FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets If necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Reyulations 


4. Dogs 


5. Cats 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiinents, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animats upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animats and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedijres, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9, Non-human Primates 


10. Sheep 

11. Pigs 


1 2. Other Farm Animals 



13. Other Animals 




ASSURANCE STATEMENTS 







teaching, testing, surgery, or experimSil^n foilow^ty S reMar^^fecHity.^'*' including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rase 
2} Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exception., a. weii a.‘the .^cie. enZ^r ^ en^a lACUC-approved exception,, thi. summary inr 

4) The ehending ve terinerien for thi. research faciiity ha. appropriate authority to en.ure the provi.icn of adequate veterinery care end to over.ee the adequacy of other e.pecl. of animal cere and uee, 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official ) 


'lONAL OFFICIAL 


DATE SIGNED 


( AUG 91 ) 


VS FORM 18-23 (OCT 80), which is obsolete.) 


r/o ) 


This report is required by law (7 DSC 2143), Failure (o report accc 
result in an order to cease and desist and to be subject to penaltie 


to the regulations can 
/ovided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attach •'rm for 
additiona- lation. 


1 . CERTIFICATE NUMBER: -| 4,R.Q -j 5 
CUSTOMER NUMBER: ^ -j 236 


AstraZeneca Pharmaceuticals Lp 
35 Gatehouse Dr 
Waltham, MA 02451 

Telephone: (781) -839-4566 


Interagency Report Contro 



FORM APPROVED 
0MB NO. 0579-0036 


m 


3 . REPORTING FACILITY ( List all locations where animals vvere or held (or these purposes. Allach addillonal 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT^QF^NI^j^S USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets If necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animat 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


o 


o 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


O 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


o 


o 


o 


o 

o 


ASSURANCE STATEMENTS 

2) Each principal investigator has considered alternatives to painful procedures, 

“onal and U»To^^^ ^ 1 ' T" ' k“ P^dpal invaatigator and ap 

l^rarpr,“ “a,:ar;r ’ “ •“ lACUC-approved Jlona, .hi,®,™ary in'; 

4) The attanding valarinarian for this rasearch facility ha. appropriate authority to ansure the prpvi.ion of adequate valarinary care and to ovars ea the adequacy of other aspects of animal care and use, 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E.O 


^L 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAt / Ti/op nr Print 


APHIS FORM 7023 
: AUG 91 ) 


3 (OCT 88), which is obsolete.) 



This .eport is required by (aw (7 USC 2143). Failure to report accor 
result in -n r^der to cease and desist and to be subject to penalties 


■) the regulations can 
jvided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attache"' ' nfor 
additional i 4ion. 


1. CERTIFICATE NUMBER: 14-R-0161 
CUSTOMER NUMBER: -| 553 


Interagency Report Control No 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


Tranxenogen, Inc. 

800 Boston Turnpike 
Shrewsbury, MA 01545 


A..* ^ 


Telephone: (508) -842-5036 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these 


purposes. Attach additional sheets if necessary ) 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12 . Other Farm Animals 


13. Other Animals 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 

experinnents, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for \Miich appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number animals upon which tf'tching, experimerjts, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ), 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



teaching, testing, su'rgery, or experimLtation were wl^cw^^bymis resear” faciH™'*' anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res* 

2) Each principal investigator has considered alternatives to painful procedures. 

Institutiona^l Anima! cTreVnd’ UsTcomm»eV( WCUc" A^umraV"^^ '?hi^ standards and regulations be specified and explained by the principal investigator and ap 

bhef explanation of the axceptiohs, as wall a, the spacia. and™mb« ^ anlalt Sd '^CUC-approved excaptiohs, this summary in< 

4) The attending vetarin ariah for this research facility ha, appropriate authority to ehsur. the provisioh of adequate vetarinary care ahd to oversee the adequacy of other aspact. pf animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OP C.E O OR IM.^TITI itiomai occir'iAi 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 


APHIS FOF 
( AUG - . , 


s obsolete.) 




Customer ID and Site Address: 


ID: 1658 

800 Boston Turnpike 
Shrewsbury, MA 01545 
County: Worcester 


Telephone 



L/Ustomer ID and Site Address: 


ID: 1658 

299 East Main St Telephone 

Norton, MA 02766 
County: Bristol 







FACILITY LOCATIONS ( Sites ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 



Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6, Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animats upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. { An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



















Thts repor. ' required by iaw (7 USC 2143). Failure lo report at. g to the regulations can 
in an order to cease and desist and to be subject to penaltiea as provided for in Section 21 1 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attr 
addittor^. 


form for 
rmation. 


1 . CERTIFICATE NUMBER: ^ 4 .R- 0 1 4 1 
CUSTOMER NUMBER: 1 707 


— 

Interagency Report Control No.; 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Antjgenics, Inc. 

3 Forbes Road 
Lexington, MA 02420 


Telephone: 


y r V/ I 7 f I 

1^1’ bTM -HHoc 



/ 


3. REPORTING FACILITY ( List all locations where animals were housed or used m actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relievmg 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgestc, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 




1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res* 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that axceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary Inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4} The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



NAME & TITLF OF C F n OR itiomai offioiai / 


DATE SIGNED 




AKTIIO rUKM ( UZJ 


(Kepiaces vs hUKM 18-23 (OCT 88), which is obsolete.) 


( AUG 31 ) 








Custotn^ar ID and Site Address: 


ID: 1767 

34 Commerce Way 
Woburn, MA 01801 
County: Middlesex 


Telephone 




I - 3S0O 



Castorr'ir !D and Site Address: 


ID: 1767 

3 Forbes Road 
Lexington, MA 02420 
County: Middlesex 


Telephone "7^1- 



This repc.t is required by law (7 DSC 2143). Failure to report accc 
result in - ;i orv-er to cease and desist and to be subject to penaltie. 


to the regulations can 
ovided for in Section 21 ! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attach' ' ' rm for 
additional; lation. 


Interagency Report Control No 


1. CERTIFICATE NUMBER: 14.R-0148 
CUSTOMER NUMBER: 9440 




FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Davinci Biomedical Research Products, Inc. 
20 Maple St 
Po Box 1125 

South Lancaster, MA 01561 




Telephone: (978) -368-3477 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 




REPORT OF ANIMAL S USED BY OR UNDER CONTROL OF RESEARCH FACILITY / Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drnns prior m rinring 

teaching, testing, surgery, or experimentation were followed by this research facility. h y u'uys. pnur lu, aunng, ana roiiowing aauai resc 

2) Each principal investigator has considered alternatives to painful procedures. 

3 fr!. ! !. y (lACUC) A surnmary of all such exceptions Is attached to this annual report. In addition to identifying the IACUC.approved exceptions, this summary in< 

brief explanation of the exceptions, as well as the species and number of animals affected. k , "o auiti.n«iy 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspeds of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL ( Type or Pnr\t ) 


DATE SIGNED 

//' 4 ' 0 ) 


Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 



Custome: ID and Site Address: 


iD:y446 

20 Maple St 
Po Box 1125 

South Lancaster, MA 01561 
County: Worcester 


Telephone 

(978)368-3477 





345 Vassar Street, Cambridge ‘ 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes, 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Ncn-human Primates 


10. Sheep 



11. Pigs 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 






— (OCT 88), which is obsolete.) 


( AUG 91 ) 















This report is required by law (7 USC 2143). Failure to report accor 
result in an order to cease and desist and to be subject to penalties 


*0 the regulations can 
ovided for in Section 211 


OCT 2 7 2003 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attach/' 
additional! 



1. CERTIFICATE NUMBER: 14-R-0152 

CUSTOMER NUMBER: -j 2456 


Interagency Report Cont 

o 



FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Gwathmey, Inc. 

763 Concord Ave Bldg E 
Cambridge, MA 02138 


Telephone: (617) -491-0022 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these 


purposes. Attach additional sheets If necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 

REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or usb APHIS Form > 


Animats Cowered 
By The Animal 
Welfare Regulations 


4. Dogs 


Number of 
animals being 
bred, conditioned, 
or hold for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 

11. Pigs 


12. Other Farm Animals 


Number of animals upon 
which experiments, 
teaching, research, 
surgeiy, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


13. Other Animals 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


O 


O 


O 


o 


O 


o 


o 


o 


ASSURANCE STATEMENTS 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exoeptiona. a, *ell“ ‘r,^cieVanrumb^I ^ a^mal”^ '^CUC-approved exception,, thi, .umntary in< 


4) The a«endina veterinarian for mi, ra,«,rch facili» ha. appropnat, authority to enaora the pro,l.icn of adequate veterinafy care and to ovar«» the adepuaoy of other aapeC. of ant™., cara and 



( AUG 91 } 


-nich is obsolete.) 



This report is required by law (7 USC 2143). Failure to report acc 
result in an order to cease and desist and to be subject to penaltit 


WfcCEIVEO iitC , . 

T to the regulations can j 

provided for in Section 21 ! ^dil!wnei. 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PU\NT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


ac^ infer 


ition. 


1. CERTIFICATE NUMBER: 4 .R. 0 1 53 

CUSTOMER NUMBER: 471 


Sera Source, Inc, 

P.O. Box 58 

58 S. Royalston Road 

Royalston, MA 01368 

Telephone: (978) -249-0974 


Interagency Report ContCbl 



FORM APPROVED 
0MB NO. 0579-0036 


3, REPORTING FACILITY ( List all locations where aninials were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


Roor, 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A I 


A. 

Animats Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animats upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 


10 



/o 

8. Rabbits 


no 



I/O 

9. Non-human Primates 



' 1 



10. Sheep 






1 1 . Pigs 






12. Other Farm Animals 












13. Other Animals 

























ASSURANCE STATEMENTS 

Standards governing the Mre, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquitizing drugs, prior to, during, and following actual rose 

teaching, testing, surgery, or experimentation were followed by this research facility. « w . r w. u 

2) Each principal investigator has considered alternatives to painful procedures. 

'• required that exceptions to the stahdards and regulations be specified and explained by the principal investigator and ap 

br i fh. , “ ®«®P«°"* '» *«»»'’®«' “ •'"« »nnual report. In addition to ide^ing the lACUC-apprLed e*ce,iion., this summary in< 

brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attehding veteriharian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to overs ee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGN/ 


APHIS FORM 7023 
: AUG 91 ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAJ OFFiniAl ( 7i/n« nr Pr/n/ 1 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 


DATE SIGNED 

/ ^h/cr^ 







This report is required by law (7 USC 2143). Failure to report accc 
result in an order to cease and desist and to be subject to penaltie- 


to the regulations can 
ovided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attach 
additional! 


interagency Report Control No.: 




1. CERTIFICATE NUMBER: 14-F>0010 
CUSTOMER NUMBER: 045 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


National Marine Fisheries Service Aquarium 
166 Water Street 
Woods Hole, MA 02543 


Telephone: (508) -495-2229 


3. REPORTING FACILITY ( List all locations where aninnals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIinY ( Attach additional sheets if necessary or use APHIS Form 7023A 1 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use 01 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



2) Each principal investigator has considered alternatives to painful procedures. 

4) The attending veterinarian for this researoh facility ha. appropriate authority to ensure Ihe provision of adequate vetefinaQ, cam and to oversee the adequacy of other «peC. of animal cars and u.e. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official ) 


^"’•‘■"^•-'■nONAL OFFICIAL ( Type or Print ) 


Mrnio rufMVl fUZJ 

( AUG 91 ) 


spiaces VS FORM 10-23 (OCT 80). which is obsolete.) 


DATE, SIGNED 




This report is required by law (7 USC 2143). Failure to report ac 
result in an order to cease and desist and to be subject to penalt 


'9 to the regulations can 
provided for in Section 21i 


See att? 'orm for 
additlofi. .rmatlon. 


Interagency Report Control No.: 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: 'j4.R-0154 
CUSTOMER NUMBER: '\ 43 


FORM APPROVED i 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Baystate Medical Center 
759 Chestnut Street 
Springfield, MA 01199 

Telephone: (413) -794-4356 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A 1 



Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
acconpanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


6. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 

11. Pigs 


12 . Other Farm Animals 


r 



■6 



13. Other Animals 



ASSURANCE STATEMENTS 


’’ » eCfriSTw!;: ZwXli P rior »°, during, and follow.ngao.ua, re« 

2) Each principal Investigator has considered alternatives to painful procedures. 

a:::ur r r,xrA ™ ^ ^ 

brief explanation of the exceptions, as well as the species and number of animals affected. ^ identifying the lACUC-approved exceptions, this summary irn 

4) Trie ariendlng veterinarian fo. g.,a raaaan. fa^.riy Ha, ap propriate augK.ri,y .o ensure d.a proviaion of adaguata ve.erina.v cara and .o ovarsea me adeguac, of older aapec. of animal cara and u„. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE np P. P n pd imctjti 


/-\rr’\r^i A j 


NAME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL ( Type or Print) 


DATE SIGNED 


aphis FC I MVI # 

( AUG 91 ) 


(replaces V5 hUKM 18-23 (OCT 80), which is obsolete.) 


i(i 


This report is required by law (7 USC 2143). Failure to report acc 
result in an order to cease and desist and to be subject to penalti 




I 

4 

X 


1 to the regulations can 
provided for in Section 211 


ms 


See attac' 
additions 


orm for 
-•nation 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER; 14.R-0155 
CUSTOMER NUMBER: 3275 



Massachusetts College Of Pharmacy & Health 
179 Longwood Ave 
Boston, MA 02115 

Telephone: (617) -732-2942 


3. REPORTING FACILITY ( List all location s where aninnals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


4. Dogs 

NA 

5. Cats 

NA 

6. Guinea Pigs 

NA 

7, Hamsters 

0 

8. Rabbits 

NA 

9. Non-human Primates 

NA 

10. Sheep 

NA 

11. Pigs 

NA 

12. Other Farm Animals 

NA 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for \Atiich appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. { An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TCTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


0 


634 


13. Other Animals 


jaA 


0 


634 


ASSURANCE STATEMENTS 

2) Each principal investigator has considered alternatives to painful procedures. 

reflulaton. be specified and explain*) by .ha principal investiflator and ap 
bder axplanation '* ““ 'ACUC^pprov*. excaptlons, .N. .un.n.a,y In. 

4) The altendino veterinarian for this research tacilily has appropriate authority to ensure Ihe provision of adequate veterinaQr care and to overs ee the adequacy of other aspects of anlmel care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



DATE SIGNED 

11 / 25/0 


AUG 91 ) 


11 / 25/03 


Th(s report is required by law (7 USC 2143), Failure to report accort 
result in an order to cease and desist and to be subject to penalties 


the regulations can 
vided for in Section 21! 


iitl u i 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached ’ n for 
additional it ,ton. 


1. CERTIFtCATE NUMBER; 14.R-0156 
CUSTOMER NUMBER: 749 


Interagency Report Control No.: 




FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Capralogics, Inc. 

235 Czeski Road 
Hardwick, MA 01037 


Telephone: (413) -477-6866 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A 1 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. { An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


5C: 


M-ST 


10. Sheep 

11. Pigs 


12. Other Farm Animals 


OAi 






13. Other Animals 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



02- 



ASSURANCE STATEMENTS 


’ ’ ferZa reZrZr"' p -i°^t°.<^urinaan.follov.n,acu,l 

2) Each principal investigator has considered alternatives to pairrful procedures. 

r -d re<,u,a.on. b. .p«.«ed and .xplalnod b, .b. pdnc,p„ Invligalo. and ap 
bnef explanation of the exceptions, e, well as the species and ™mb^r of an^alS^ '^'CUC.approved exceptions, this summaty Inc 

4, The attending veterinerle n fo. this reseerch feclllty has approphete authority to ensure the provision of edepuate vetennery care end to oversee the edepueoy of other aspects of enlntel cere and u se. 

CERTIFICATIONB^HEADQUA^ER^RESEARCh^AclLI^^FRclAr™""""""™'""""”"""™"™""”“""^“""“ 

( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATUR 


DATE SIGNED 


APHIS FORf 
(AUG 91 ) 


w .-s. ywv . ww/, tmhich is obsolete.) 




This report is required by law (7 DSC 2143), Failure to report accord 
result in an order to cease and desist and to be subject to penalties 


1 the regulations can 
jvided for in Section 21! 


y£i 0 1 


See attache ti for 
additional ii .tion. 


Interagency Report Contro 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: 14.R-0157 
CUSTOMER NUMBER: 14107 


FORM APPROVED 
0MB NO. 0579*0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Cell Signaling Technology, Inc, 
166 B Cummings Center 
Beverly, MA 01915 

Telephone: (978) -867-2300 


3. REPORTING FACILITY ( List alt locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 



/ 6 6 B C Orr\nr^i f 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


Number of animats upon which teaching, experiments, 
research, surgery or tests were conducted involving 
acconpanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 



11. Pigs 


’ ’ floyemino the care, treatment, and use of animals, including appropriate use of anertetic, analgesic, and tranquiiizing drugs, prior to, during and folloeHno actual resr 

teaching, testing, surgery, or experimentation were followed by this research facility. w lu. uuiir.a, anu louowing aciuai rest 

2) Each principal investigator has considered alternatives to painftjl procedures. 

hswS iLi^?ri“md*U^oZrtr« the Act, ^ it has r«,uir«l that exception, to the standards and raguimion. be .p«df,ed and axplainad by tha prindpal invastigator and ap 

brfir ml ! ^ Committee ( WCUC) A summary of all such exceptions Is attached to thie annual report. In addition to identifying the lACUC-approved excaptiona this summary inr 

brief explanation of the exceptions, as well as tha species and number of animals affected. mis sunsnury in. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspect, of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL / Type or Print ) 


DATE SIGNED 


{ AUG 91 ) 


I. which IS obsolete.) 


/kj ic i 



I nii i«po(i 15 requirea oy law (/ UiiC i^l43), Failure to report according to the regulations can Mil 0 J 

cease and desist and to be subject to penalties provided for in Section 21! ^ ^ 1/ ’ * 


UNITED STATES DEPARTMENT OF AC JLTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached ^orm for 
additional in^nriration. 


Interagency Report Control No 




1. CERTIFICATE NUMBER: 

CUSTOMER NUMBER: -| 6296 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Bristol-Myers Squibb Medical Imaging, Inc 
331 Treble Cove Road 
North Billerica, MA 01862 


Telephone: (800) -362-2668 


3. REPORTING FACILITY ( List all locations where anirnals were housed or used in actual research, testing, or expeh^ntation. or held for these 


purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sit.. ) - See Atached Listing y^J ^ v /A A <700 

CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


REPORT OF ANIMALS USED BY OR UNDER 


Animals Covered 
By The Animat 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animats upon which leaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures produang pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 



10. Sheep 


11. Pigs 


11 

o 

Q 

119 

‘±_ 

0 

Q 

O 




’ ’ , 0 , .Od fCown, acua. r.« 

2) Each principal investigator has considered alternatives to painful procedures. 

sr..f axplanation of the „cp.ion,, a. w.11 a. .h. o! a^mair^Sf^r ’ lACUC-app^v^l axcaption,. thi. «immary in< 

^ 7n. apending vafarinaran for this rawarch facility ha, appropnate authority to anaora pfoviaion of adaquata valaPn^y car, and to ovar,.. m» adequacy of o».r aapaota of animal car, and ua., 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


i NAME & TITLE OF CEO OR INSTITI iTinwAi nccir 


f A f / ^ ^ 4 


AHHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 10-23 (OCT 88). which is obsolete.) 


DATE SIGNED 


lo/G/O^ 


This It )orl is renuired by iaw (7 USC 2143). Failure to report acc^’"'"' 
resu't in an or'^' ' to cease and desist and to be subject to penalti 


' the regulations can 
s/ided for in Section 21! 


OCT 2 3 2003 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See attach^ 
additior^- 


for 

lion. 


Interagency Report Control No, 





1. CERTIFICATE NUMBER: 14.R.0084 

CUSTOMER NUMBER: -| 4 'j 

FORM APPROVED 

0MB NO. 0579-0036 

Tufts University 


Associate Provost For Research 


Institutional Official- Ballou Hall 


Medford, MA 02155 


Telephone: (617) -627-3417 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) • See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7, Har sters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual r 8 s« 
teaching, testing, surgery, or experimentation wera followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) yiis facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 

Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary ln< 
bnsf 0 xplanation of the excoptions, as well as the spscias and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C 


APHIS FORM 702:j 
{ AUG 91 ) 


t » I t « a . ^ ^ ^ 


MAMP A TITI P AP A P n AD IKIOTITJ itiamai r\cr\r^tAt 




DAT^lGf^ 


vo r«.jr\ivi i a-co { o6), which is obsofete.) 





Customer '0 and Site Address: 


10:141 

Barnum Hall Telephone 

Medford, MA 02155 
County: Middlesex 



This report is required by law (7 USC 2143). Failure to report accf 
result in an order to cease and desist and to be subject to penaltic 


• to the regulations can 
Tovided for in Section 21! 


See attach 
addition^ 


'rm for 
nation. 


Interagency Report Control N 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1 . CERTIFICATE NUMBER: -( 4 .R- 0 1 60 
CUSTOMER NUMBER: 0943 


FORM APPROVED 
OM0 NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Tga Sciences, Inc. 

47 Hall Street 
Medford, MA 02155 

Telephone: (781) -393-6910 





3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


The cffk mi/ih /A/ 



i r * I wr s * t ^ riiav#! ICU ^lOlll lU i 9 § § ^ 1 A 

V? 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upcn 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use ot 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted invuiving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


6. Cats 


6, Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 



1) Professjonally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rase 
teaching, tasting, surgary, or axpenmentation wars followed by this research facility, 

2) Each principal investigator has considered alternatives to painful procedures. 

A ® the standards and regi^atjons under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATl 


I A A 


APHIS FC 

( AUG 91 ) 


(OCT 88), which is obsolete.) 


DATE SIGNED 






This report is required by law (7 USC 2143). Failure (o report acr 
result in an order to cease and desist and to be subject to penaltii. 


q to the regulations can 
provided for in Section 21i 


See atta 
addition 


^orm for 
mation, 


Interagency Report Control 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER; ^ 4.R-0089 
CUSTOMER NUMBER: 51 0 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Boston Biomedical Research Institute 
64 Grove Street 
Watertown, MA 02472 

Telephone: (617) -658-7807 


% j 




3. REPORTING FACILITY ( List all locations «here an.mals were housed or used in actual research, testing, or experi^ntation, or hei^S^fS^Attach additional sheets ,! necessary ) 




REPORT OF ANIMALS USED BY OR UNDER 


Aniirtais Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


CONTROL^F RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A \ 


I C. Number of R 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 

10. Sheep 

11. Pigs 


12. Other Farm Animals 



13. Other Animals 
ferrets 
chickens 


none 


none 


122 

none 

none 

12 

none 

none 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



122 


12 


ASSURANCE STATEMENTS 


teaching, testing, surgery, or experimentation l/ere SlowS by fh^s researtJi'facil'ity*^^*' 'ncluding appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to, during, and following actual rase 
2} Each principal investigator has considered alternatives to painful procedures. 

tnst^ional An,™i CariVnd Com“tti'^CUcT A invastiflator and ap 

brief explanation of the exceptions, as welt as the species and number of animals affected eport. In addition to identifying the lACUC-approved exceptions, this summary inc 

4) Tne adendin, ve.ennanan for .Pia reaeared facllLy ha. appropdata au.horl.y to an.ure ,ha p.ov,.ion C adapaata vatannary cara and .o ovaraae ,ha adepuac. o, o^er aspect, or an l.a, care and uae. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIC 


NAME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL ( Type Of Print) 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 80), which is obsolete.) 


DATE SIGNED 

11/10/0 


rh.s 'epon is required by law {7 USC 2143). Failure to report acco 
I' >1 in <i> "> rder to cease and desist and to be subject to penaltiei, 


0 the regulations can 
ovided for in Section 21t 


■NOV 1 4 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attach- 
additional • 


'•m for 
ation. 


Interagency Report Control No. 


1. CERTIFICATE NUMBER: 14.R-0164 
CUSTOMER NUMBER: 21 373 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Novartis Institutes for BioMedical Research, Inc. 
400 Technology Square 
Cambridge, MA 02139 

Telephone: (617) -871-3200 


REPORTING FACILITY ( List all .ocaUons where animals were housed or used In actual research, leslinfl. or experla^tation, or held for these purposes. Attach addiUonal sheets if necessary > 


FACILITY LOCATIONS ( Sites ) • See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or APHIS > 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 


Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the leaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


6. Guinea Pigs 


7. Hamsters 


S. Rabbits 


605 


29 


634 


9. Nohuman Primates 

10. Sheep 
11- Pigs 

12. Other Farm Animals 


13. Other Animals 


ASSURANCE STATEMENTS 


leaching, testing, surgery, or experimentation wen fbllo^ by this research facility!* *’ •Ppropriate use of anestetic. analgesic, and tranquilizing drugs, prior to. during, and following actual res« 

2) Each principal investigator has considered altematives to painful procedures. 

brief «ptariiriion of Ih. «c.p«oo.. „ wrti « Ih. .p«d« iTZl.* «o tbleannu.! «port. In ««rtion to id««ifyino IACUC.w«v«l oxcepHoo.. Vioxnaiy Z 


edequecy of Other aspects 


ERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFIC 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


APHIS FORM 7023 
{ AUG 91 ) 


^T 88), which Is obsolete.) 


DATE SIGNED 


11 - 7-03 


Customer ID and Site Address: 

ID:21373 

100 Technology 
Square 

Cambridge, MA 02139 
County: Middlesex 


Telephone 



Tiis report ts r 3quired by law (7 USC 2143), Failure to report accord 
result in an on er to cease and desist and to be subject to penalties f 


the regulations can OE 
/ided for in Section 2TJ 


r 0 1 . 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached '''"n for 
additional ir ion. 


Interagency Report Control No.: 


1. CERTIFICATE NUMBER: 

14-R-0165 

CUSTOMER NUMBER: 

1 0803 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Paratek 

75 Kneeland St 
Boston, MA 02111 


Telephone; (617) -275-0040 


3. REPORTING FAC ILITY ( Lisl all localions where animals were housed or used in actual research, testing, or experlmenlation. or held tor these purposes. Allach additio nal sheelsif 

/ ///V^ ^ or 

^ ' / C a 7 jL / / ( FACILITY LOCATIONS ( Sites ) - See Atached Listing 


necessary ) 


REPORT OF ANIMALS USED BY OR UNDER 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


or use APHIS Form 7023A ) 

I C. Number of n MlimhAr rtf ^riin-inlr* i I C .. . ^ . 


Number of 
animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experinnents, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. { An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


4, Dogp 


5. Cats 


6. Guinea Pigs 

7, Hamsters 


8. Rabbits 


NL'NI 




9. Non-human Primates 

10. Sheep 

11. Ptgs 


12. Other Farm Animals 



13. Other Animals 




TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 






ASSURANCE STATEMENTS ‘ 


teaching, testing, surgery, or experimentation were follow^ty m^s researtJt facility'*'*’ appropnate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 

2) Each principal investigator has considered alternatives to painful procedures. 

Institutional Animal Care and Use CommfttM^CUcT standards and regulations ba specified and expiainad by the principal investigator and ap 

brief explaneticri of the exceptioris, as well a. the specie. arid™mb^r of .rlJmair^W^ 'ACUC-apprcved excaptioha, this summary iri< 

_4, Trie attending veterinarian for this research fa.lity has appropriate autricrity to ensure trie provision of adepua.e veterinary care and to oversee trie adapuacy of Crier aspects of animal ca re and use. 

CERTIFICATION BY HEADQUAR^R^RESEARcJ^FAclLr^^FRclA^^^^™"^^^™^^^™^^^^^^"^^"^"^™ 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF O F n OR iwqtiti ixinMAt 


AKMIii hUKM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 {OCT 88), which is obsolete.) 


DATE SIGNED 


um/s 





Custome- ID and Site Address; 


ID: 10803 

75 Kneeland St Telephone 

4th Floor (617)275-0040 

Boston, MA 02111 
County: Suffolk 



Th s report is required by law (7 USC 2143). Failure to report accord 
result in an order c‘ ;ase and desist and to be subject to penalties i 


■' the regulations can NOV 2 8 2003 

/ided for in Section 21.' 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attache'^ ' i for 
additional ir lion. 


1. CERTIFICATE NUMBER: 14-R-0090 
CUSTOMER NUMBER: 1 34 


Interagency Report Control Nq 



FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Mount Ida College 
777 Dedham Street 
Newton, MA 02459 


Telephone: (617) -928-4545 


3. REPORTING FACILITY ( List all locations where animals were housed or used In actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary 


FACILITY LOCATIONS { Sites ) - See Atached Listing 



REPORT OF ANIMALS US ED BY OR UNDER CONTROL OF RESEARCH FACILITY { Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animats Covered 
By The Animal 
Welfare Regulations 


Number of 
animals beina 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 


Number of animals upon 
which expphrnents, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests weie conduuied invoiving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or Interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 




1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual re8€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 

Institutional Animal Caro and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( T^nt* nr Print l 


DATE SIGNI 




Ml r no t OIMVt / 


vo rutxivi lo-zj [uCT 88), which is obsolete.) 


I A I i-rv rv4< \ 









Customer ID and Site Address: 
ID: 134 


777 Dedham Street 

Newton, MA 02459 
County: Middlesex 


Telephone 

(617)928-4545 


O vX vv 


K 
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This report is required by law ( 7 USC 2143). Failure to report acc^ '=ng to the regulations can ^ ^ 2 H 2003 See revers- 'ie for 

‘’?-QQ_Qrder <0 cease and desist and to be subject to penatt provided for in Section 2150. additional! lation. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. CERTIFICATE Number 14-R-0092 
CUSTOMER NUMBER: 144 


2. HEADQUARTERS RESEARCH FACILITY 

Brigham & Women’s Hospital 
10 Brookline Place 
Research Administration 
Brookline, MA 02445 
Telephone: 617-525-3160 


Interagency Report Control 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 




^xpe^emation, or held for these 


FACILITY LOCATIONS {sites) - See Attached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach addffiona/ sheets if necessary or use APHIS FORM 7023A.) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not 
yet used for 
such purposes. 


C. Number of 
animals upon 
which teaching 
research, 
experiments or 
tests were 
conducted 
involving no 
pain, distress, 
or use of pain 
relieving 
drugs. 


0. Numbers of animals 
upon which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or 
distress to the animals and for virhich the use of 
appropriate anesthetic, analgesic, or 
tranquilizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. {An explanation 
of the procedures producing pain or distress in 
these animals and the reasons such drugs 
were not used must be attached to this report.) 


TOTAL NO. 
OF ANIMALS 


(Cols. C 
0 + E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 



10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


Goat 


13. Other Animals 



ASSURANCE STATEMENTS 


Standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, anaigesic, and tranquiiizing drugs prior to 
during, and follovynng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. ^ ^ ^ 

Each principal investigator has considered alternatives to painful procedures. 

^'^'''‘ards and regulations under the Act, ahd it has required that exceptions to the standards and reguiations be specified and expiained by 
f’® Sh? investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annu^al reoort'^ 
in^addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the excepins, as well as th"^ spedes and numbe^of ani^Lls ^ 

Is^ds Sfartr^^rjl'jranVusr* ^P^Qi^ate veterinary care and to oversee the adequacy of other 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


DATE SIGNED 


11/25/03 


^PHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23(Oct 88), which is obsolete) 






FACILITY SITES LISTING 


Licensee/Registrant Name: 
License/Registration Number: 


Brigham & Women's Hospital 

14-R-0092 


Please list below all sites that house animals under the above registration number. Be sure to include all 
requested information. Do not leave any spaces blank. If lines do not apply, please mark it N/A. Ifyouhave 
more than three (3) sites, please copy this form as many times as needed before filling in the sites. 


Site No.: 


Name/Department: 

Address: 


Centerfor Animal Resources & Comparative Medicine (ARCM) 
at Brigham & Women's Hospital 
Boston, MA 02115 


(1) Building: 
Floor/Room: 
Contact Person: 
Phone Number: 

(2) Building; 
Floor/Room: 
Contact Person: 
Phone Number: 

(3) Building: 
Floor/Room: 
Contact Person: 
Phone Number: 


Site No.: 3 Name/Department: 

USDA Registration No: 
Address: 

Building; 

Floor/Room: 

Contact Person: 

Phone Number: 


ARCM/Thorn Building - 20 Shattuck Street 
20 Shattuck Street - 1 6th Floor 


(b)(6), (b)(7)c 


ARCM/Longwood Medical Research Center (LMRC) 
220 Longwood Avenue - Ground Level 


(b)(6), (b)(7)c 


ARCM/Massahusetts College of Pharmacy (MCP) 
One Palace Road - Lower Level 


(b)(6), (b)(7)c 


Pine Acres Rabbitry/Farm (SATELLITE) 
14-B-0052 

299 East Main Street, Norton MA 02766 
Main Building 
First Floor 


(b)(6), (b)(7)c 





FACILITY SITES LISTING 


Licensee/Registrant Name: 
License/Registration Number: 


Brigham & Women's Hospital 
14-R-092 


Please list below all sites that house animals under the above registration number. Be sure to include all 
requested information. Do not leave any spaces blank. If lines do not apply, please mark it N/A. If you have 
more than three (3) sites, please copy this form as many times as needed before filling in the sites. 


Site No.: 4 Name/Department: 

USDA Registration No.: 
Address: 

Building: 

Floor/Room: 

Contact Person: 

Phone Number: 


HMS/ARCM - Seeley G. Mudd (SATELLITE) 
14-R-019 

250 Longwood Avenue, Boston MA 02115 
Seeley G. Mudd Building 
Basement Level 


(b)(6), (b)(7)c 



Site No.: 7 Name/Department: 

USDA Registration No.: 
Address: 

Building: 

Floor/Room: 

Contact Person: 

Phone Number: 


Site No.: 8 Name/Department: 

USDA Registration No.: 
Address: 

Building: 

Floor/Room: 

Contact Person: 

Phone Number: 


HMS/ARCM - Central (SATELLITE) 

14-R-019 

665 Huntington Avenue, Boston MA 02115 
Harvard School of Public Health - Bldg. II 
Ground and Basement Levels 


(b)(6), (b)(7)c 


HMS/ARCM - HIM (SATELLITE) 

14-R-019 

77 Avenue Louis Pasteur, Boston MA 02115 
Harvard Institutes of Medicine 
Ground and Basement Levels 


(b)(6), (b)(7)c 





This report is required by law (7 USC 2143). Failure to report acc 
result in an c -der to ceasr and desist and to be subject to penal tK 


1 to the regulations can 
provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See atta 
additions 


orm for 
mation. 


1. CERTIFICATE NUMBER; 14-R.0056 
CUSTOMER NUMBER: 475 


Interagency Report Control 




FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Epix Medical, Inc. 

71 Rogers Street 
Cambridge, MA 02142 

Telephone: (617) - 250-6000 




* ^ 


3. REPORTING FACILITY ( List all localions where animals were housed or used In actual research, testing, or expeTimel^^lion, or held for Ihese pu rposes. Attach additional sheets ,f necessary ) 

EPIX Medical Inc. 

A_-; _-i T7 -i-j. c -ni* t LOCATIONS ( Sites ) - See Atached Listing 

^^^Aniinal^^Fa^aJ^ity^jt^^haxmacology Lab - 65 Rogers Street 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional .heet. If necessary or use APHIS Form 7023A ' 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



2) Each principal investigator has considered alternatives to painful procedures. 

ara,rzjr '* ^CUCapprJved 

4) The attending v eterinarian tor thi» reaearch facility has appropriate authority to lha proviaion of adaquata velarinafy era and to oversea the adequacy of other aspects of animal care and use, 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE — 


o T-i-ri r- ^ #- 


IGNED 

3/03 


APHIS FOR... . 
( AUG 91 ) 


\* v r wrvivi 10-^0 


^OCT 88), which is obsolete.) 


This report is required by law (7 USC 2143). Failure to 
result in an order to cease and desist and to be subjec» 


' according to the regulations can 
<nalties as provided for In Section 2150. 


See reverse S’ 
additional info. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 
14-R-0094 


CUSTOMER NO. 
145 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 
include Zip Code) 

WELLESLEY COLLEGE 
SCIENCE CENTER 
106 CENTRAL STREET 

WELLESLEY. MA 02 481 

^ used in actual research, testing, teaching, or experimeniation, or held for these purposes. Attach additional 


WELLESLEY COLLEGE 
WELLESLEY, MA 02481 


FACILITY LOCATIONSfstesI 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addittonal sheds H necessary 


Animats Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


or use APHIS FORM 7023A ) 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D4>E) 




ASSURANCE STATEMENTS 


and foltowing''actuar research, teachinTteTlinl'sur^e'i^', of experirnemation were'fofowrd'by anesthetic, analgesic, and tranquilizing drugs, prior to, during, 

2) Each principal investigator has considered alternatives to painful procedures. 

add, t, on to ,dent,fyin 9 the lACUC-approved exceptions, this suntmary includes a brief exianatio,; of the exc^f ai^eirartheTp^fifrafStr^^^^^^^^^ 

care and to oversee the adequacy of other 

^RTIFICATION by headquarters research facility official 

(Chief Executive Officer or Legally Responsible Institutional official) 

t certify that the above is true, correct, an d complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL HiAME & TITLE OF cIe.O. OR INSTITUTIONAL OFFICIAL (Type or Pm) TdATE 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91 ) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


11/04/2003 


PART 1 - HEADQUARTERS 


This repor .s required by law (7 USC 2143). Failure to report ac 
''esult Ip an order to ceas e and desist and to be subject to penalti 


g to the regulations can 
provided for in Section 211 


See atta- 
addition 


^orm for 
mation. 


Interagency Report Control ino. 





UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: 14-R-OO90 
CUSTOMER NUMBER: -140 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Me Lean Hospital Corporation 
1 1 5 Mill Street 
Belmont, MA 02478 

Telephone: (617) -855-2000 


3. REPORTING FACILITY , List all locations wnere animals ^housed or used in actual reseamh, testing, or expenn^ntalion, or held to, these puT>oses. Attach additional sdeels if necessary ) 


McLean Hospital Core Animal 
Facility (MRC Ground, Oaks II, Oaks'^^IV^ ‘ 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACii rrv / ■ i. a_ 

— — additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use ot 
pain-relieving 
drugs. 


Number of animals upon 
which expieriments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 

the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5i. Cats 


6. Guinea Pigs 

7. Hamsters 


8. Rabbits 


9. Non-human Primates 


13 H 



10. Sheep 

11. Pigs 


12. Other Farm Animals 


/JV 



13 Other Animals 


Rats and iJice are not covered by these reporting requirements 


ASSURANCE STATEMENTS 




teaching, testing, surgery, or experimentation were follovwd by this research facility. anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual resc 

2) Each pfincipai investigator has considered alternatives to painful procedures. 

brief .xpl«»tion Of Ih. exception., .. well «Hhe N»de. ^ *“ 'ACUC.epp™v«l exce^, lhi,^mn.,v Z 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


lAL 


V 


( AUG 91 ) 


%j t \«/rvi¥i I 0-23 (OCT 88), which is obsolete.) 


DATE SIGNED 


I0-9^CIS 





Customer ID and Site Address: 
ID; 146 

1 1 5 Mill Street 
Belmont, MA 02178 
County: Middlesex 


Telephone 

(617)855-2922 



This report is required by law {7 USC 2143). Failure lo report accc o the regulations can 
result in an order to cease and desist ard to be subject lo penalties lOvided for m Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attach^ ' for 
additional ■ ation. 

1. CERTIFICATE NUMBER: 14— R— 0112 

CUSTOMER NUMBER: 152 


Interagency Report Contr 


FORM APPROVED 
0MB NO. 0579-0036 


Whitehead Institute for Biomedical 
Research 

Nine Cambridge Center 

Cambridge, HA j,, V(!(, ,, 


IJ 


Telephone; (617) 258-5] 04 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12, Other Farm Animals 


13. Other Animals 



^ »tandards ooveming the c^, tieatnuent, and use of animals, induding appn>prlata use of anastatic, analgesic, and tranquiiizing drugs, prior to. during, and following actTiii ras< 

teaching, testing, surgery, or experimentation were followed by this research facility. « w . k . v. « 

2} Each principal investigator has considered alternatives to painful procedures. 

Iis'tit^al rn ^ '' “"“Ptio"* '0 »>• standards and regulations be specified and explained by the principal investigator and ap 

^ y Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC^approvod exceptions this summary iix 

bnof explanation of the exceptions, as well as the speciea and number of animala affected. auouuuiw. iras summary inr 

4) The attending veterinarian for this research facility has appropriate authority lo enimre the provision of adequate veterinary care and lo oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE OF C.E 


'^AME & TITLE OF C.E.O, OR INSTITUTIONAL OFFICIAL { Type or Print ) 


APHIS FORM 7023 
( AUG 91 ) 


DATE SIGNED 




DEC-- 22- 2003 12: 13 ij'-'nft flPHlS PC 

Th.^ rw]<>f«d by l«w (7 use 2143). ^ttlunt to rtpci ifdmg to m« rt^utfOon^ c^n 

nosult rn an orstor Iq 0«»(K ^>4 to b« MbtOCt tO as 88 orov^dad tor iri SOCbon 21 SO. 


919 


Jjaa rivtrwp pqo tot 
addiuonaf ir»fo<w«wvi 


UNITED STATES DCPARTMgNT QF AGRICULTURE 
ANIMAJ AND PLANT HEALTH IN5PCCTJ0N SERVICE 


ANNUAL REPORT OP RESEARCH FACILITY 

(TYPE OR PRINT) 


1 heOiSTIUTION NO. 
14^-0114 


CUSTOtocA HO. 

1782 


16 5696 P. 03/07 


mivrf9vn«y i>>pp9n uu)>irui 

0190*OOA-AN 


form approved 

QM8 NO 0579^36 


2. HEADQUARTERS RESEARCH FACUTY (Numm and Addrwn bs rv^tratf H4A USOA 
ioclvd9 Sp CoOBi 

WOUNT MOIYOKE COLLEGE 
BIOLOGY DEPARTMENT j ^ 


S. REPORTING FACILITT (Usf an localtona vitiar* anlniaN mf hnimd or uwd ki advMl fiiftitH. lattinQ, 

anati if nacawpr ) 


50 COLLEGE STREET 
SOUTH HADLEY. MA 01075 
(413)538-2149 


; / 


C.. 


ing. or oaporl m onti t on, or hoU for thost purpooM. AHocIi iddiaonil 


PACIUTY LOCAriDHS<8<fF/ 


5m AHached 




/ V Z' 


. /?oo/n 


REPORT OP AMMAIA UKO 0Y OR UNDER CONTROL OF 


Ancmali Cov>vr«4 
By T>i« AAtiaN 
Wolf^ra RoguiiBona 


B. Nurroorof 
•ntmoiaMog 
brao. 

condltlonad. or 
bald for usa if> 
taocbiog. tailing. 

oxparmianto, 
rataa^fi. or 
UFDRT but not 
yaluMd^fuch 
purpoiM. 


A. Dogs 


Nurdmrof 
■nlmalaupon 
whi^h taacning. 
rasMreh. 
aaparinianti. or 
laaliwara 

bOnductad 
InvoMngno 
pRn. dNmm. or 
WMOTPRO- 

raiiav^ng dfuga. 


FACtUTT fAAacb SHbU 9 nacaia a/y or uw APHIS FORM TOHA ) 


5. Cats 


6 Giinoa Pigs 


7 HamsitTS 


8. Rsbbtts 


9 Noo-Hufiisn PrlmaJw 


10. Shoe p 

11, Pigs 


12. OtiTRf Fami Animals 


BITunSSrofiSBSiuS^ 

nvnten txpaiimanti. 
UMUhing, raaawch, 
aurgary, or tatO warn 
eonouitfd involving 
aeeompwiytng pain or 
<9atra» to tha anlmaly 
and fOr WUcH appropnata 
•naithauc. anaigaiic. or 
tranquIlUlng drygi wgra 
uaad. 




axoanmantt. raaoAren. eurgaiy or taaw wtra 
eonduetid involving Bccomoanylng gain or dl9W$ 
to tna anJmaia and fbr wNch tfia uia 0^ appropnaia 
onaathaoo^nalgaaic, or tranguiiizing drugs would 
hfva advarwiy affaeitd iha procaduraa, rvauits, or 
intorpmtoOoR dl tha taaoNnQ. laaaRCh . 
axpanmanta, aurgary, or taalf • f An aaNanafton or 
Iha pmcffdiiras jPOS^ing pa«^ or dilgaaaa in fhaaa 
0 niRi 8 /s and mo roaaofn such drugs ivara nof usad 

must tiB BttMffied fa tha fwd) 


TOTAL NO. 
OP ANIMALS 

(Cola 

D^i) 


13. Othof Animals 


A B8URANCE STATEMENTS 

*{»iAarM gcwafnIngSww7T!aImIf!r«3^ including opproonata us# of anaathtdc. analgesic, and tranqiSBong dnrtaTprto^^dwtog 

and Toaovving actual raaaardi. leaching. lasUrTg. aurgary. or tsoadmantation wr« wiowad by Wa ra aa arm todniy * 

i) Each pnndpai invealigater has eonaidorid iRafiiaBvai to paMid pTDOBduna. 

3) tns topi»(y IS adnanng to dto aiandardi ana mguiadona uitoar tfia AcL and II im raquirad that ancapoorii to ina aiandardt ano raguiaacAS be apadilad »id oKplRnad by 1 

A lyminiiy gf rt ». .roellew I. MIWi^ «• tt* lamal «p«t. «. 

addition to (danfHy!»ig th* lACUOapprovad aa^apoana. Mi aummary Irwludoa a brief evlanalton of lha eioBDflona. es mall aa Iha toadac and mifnlMr or anfmiv 

4) Tha anandtop vafannartOT for tma 
aspaetf of animal care and uaa 


ich todlliy has ippnophaia authority to artsura me proHston Of adaouata vaiannary care and to ovaraaa tha adaquacy ofothar 

HEADQUARTERS 

{Chlsf Exscutive OfRctr or Lsgaily Rosponslblo Instltuttonal 
I ctfttfy thrt (ha eboM la 

OFFICIAL TnAME A TnVE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Typm orPrinQ 


DATE SIGNED 


APHIS FORM 7023 
(AUO 91 ) 


(llaplBeaa vs FORM 1M (Dot ifL which la oOaclaia 




PART 1 - HEADQUARTERS 




Tivs report is required by law (7 USC 2 1 43). Failure to report acco o the regulations can 
result in an or der to cease and desist and to be subject to penalties , . provided for in Section 21! 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 



r 


^ ' 71 

U /A 


See attachr 
additional 



1. CERTIFICATE NUMBER: 14-R.0119 
CUSTOMER NUMBER: -j 43 


Interagency Report Control No.: 



FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Marine Biological Laboratory 
7 MbI Street 

Woods Hole, MA 02543 


Telephone: (508) -289-7480 


3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if 


necessary } 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


* 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B, Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 

■ - 1 




1 


8. Rabbits 

4 


4 



9. Non-human Primates 






10. Sheep 



1 



11. Pigs 






12. Other Farm Animals 












13. Other Animals 


1 ■ ■■ 




Ge r b i 1 

22 


22 



Birds 

34 


34 










ASSURANCE STATEMENTS 

2) Each principal investigator has considered alternatives to painful procedures. 

^ *“ be apadfied and explainad by the principal investigator and ap 

institutional Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summarv iri 

brief explanation of the exceptions, as well as the species and number of animals affected. approveo exceptions, tnis summary in< 

4) The attending veterinarian for thi. research facility has appropriate authority to ensure the provision of adequate veterinary care and to overs ee the adequacy of other aspects of animal cere and use, 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


ATI I DC rw tr — ....H 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL { Type or Print ) 




AF I • f V./ I W I M¥l r 

■( AUG 91 ) 

* 4 Swamp Sparrows 

30 Zebrafinches 


VO rvjrxrvi lo-^o (UU I BH^which is obsolete.) 


This report Is required by law (7 USC 2143). Failure to report accc .0 the regulations can 
result in an ord er t o cease and desist and to be subject to penalties provided for in Section 21.' 

UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attach 
additional 


'm for 
lation. 


1 . CERTIFICATE NUMBER: 14-R-0123 
CUSTOMER NUMBER: 'j 54 


Interagency Report Control No,- ; 


FORM APPROVED 
0MB NO. 0579-00 36 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Genzyme Corporation 
One Kendall Square 
Building 1400 
Cambridge. MA 02139 

Telephone: (617) -252*7500 


3. REPORTING FACILITY ( List alt locations where animals were housed or used in actual research, testing, or experimentation, or held for these 


purposes. Attach additional sheets if necessary) 




FACILITY LOCATIONS ( Sites ) * See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A > 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use oi 
pain-relieving 
drugs. 


Nunrriber of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquillzlng drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted Involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests, ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5, Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9, Non-human Primates 





.. 2 . ■/ 



r 2 . 6? / 




10. Sheep 

11. Pigs 


12. Other Farm Animals 



f7 



13. Other Animats 



ASSURANCE STATEMENTS 


2) Each principal investigator has considered alternatives to painful procedures, 

brief explarurtion of the exception., as well a. the .tSxe. ^ ^i™ it ^edT lACUC^approved exception., this summary inr 

rt) Tha attanrling vetennartan for Ihl. research facility ha. approphata authority to ensura th, provision of adaquata veterinary car, and to oversee the adequacy of other aspect, of animal c». and use. 


r 


SIGNATURE OF 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I X. TITI ET OC F' n /*\ /"\o ifclf'T.-yi i-i-ix^.i . , 


APHIS FORM 702 
(AUG 91 ) 


CT 88), which is obsolete,) 


DATE SIGNED 


"A 'A- 


This report is required by law ( 7 USC 2143). Failure to report aq 
result in an order to cease and desist and to be subject to penaKiv 



ig to the regulations cai 
i provided for in Section 2150. 


C V’ 4^ 



UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

{TYPE OR PRINT) 


See reverse ' de for 
additionah latlon. 


1. CERTIFICATE NUMBER: 14-R-01 28 
CUSTOMER number: 1 56 


2. HEADQUARTERS RESEARCH FACILITY 

Harvard University 
Faculty of Arts & Sciences 
24 University Hall 
Cambridge, MA 02138 
Telephone: 617-496-3992 


interagency Report Control No, 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these 
purposes. Attach additional sheets if necessary.) 

FACILITY LOCATIONS (Sifes) - See Attached Listing 





REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY {Attach additional sheets if necessary or use APHIS FORM 7023A.) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 

11. Pigs 


12. Other Farm Animals 


Goats 


13. Other Animals 


Alligators 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not 
yet used for 
such purposes. 


0 


0 


0 


0 


0 


0 


0 


0 


1 


C. Number of 
animals upon 
which teaching 
research, 
experiments or 
tests were 
conducted 
involving no 
pain, distress, 
or use of pain 
relieving 
drugs. 


0 


0 


0 


0 


30 


0 


0 


0 


0 


D. Numbers of animals 
upon which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


0 


0 


18 


18 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquilizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation 
of the procedures producing pain or distress in 
these animals and the reasons such drugs 
were not used must be attached to this report.) 


0 


0 


0 


0 


0 


0 


0 


TOTAL NO. 
OF ANIMALS 


(Cols. C * 
0 + E) 


0 


0 


0 


0 


30 


18 


18 


0 


ASSURANCE STATEMENTS 


1 . 

2 

3. 


4. 


Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to 
during, and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

Each principal investigator has considered alternatives to painful procedures. 

This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained bv 
he pnncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC), A summary of all such exceptions Is attached to this annual report. 
° the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals 

3TT6CISQ . 

The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adeouacv of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL I 

(Chief Executive Officer or Legally Responsible Institutional Official) I 

< certify that the above is true, correct, and complete (7 U.S.C. Section 2143). | 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

MAMc A -piTi c ^ ^ QP institutional OFFICIAL 

DATE SIGNED 

11/25/03 









UNITED STATES DEPARTMENT OF AGRlCi RE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER; 14-R-Of 
CUSTOMER number: 156 


FORM APPROVED 
OMB no. 0579-0036 


CONTINUATION SHEET FOR ANNUAL REPORT 

OF RESEARCH FACILITY 

{TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY 

Harvard University 
Faculty of Arts & Sciences 
24 University Hall 
Cambridge, MA 02138 
Telephone: 617-496-3992 


2 6 2003 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY {Attach additional sheets if necessary or use APHIS FORM 7023A.) 


Animals Covered 
By The Animal 
Welfare Regulations 


12. &/OR 13. Other 
{List by Species) 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not 
yet used for 
such purposes. 


C. Number of 
animals upon 
which teaching 
research, 
experiments or 
tests were 
conducted 
involving no 
pain, distress, 
or use of pain 
relieving 
drugs. 


D. Numbers of animals 
upon which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or 
distress to the animals and for which the use of 
appropriate anesthetic, analgesic, or 
tranquilizing drugs would have adversely 
affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. {An explanation 
of the procedures producing pain or distress in 
these animals and the reasons such drugs 
were not used must be attached to this report.) 


TOTAL NO. 
OF ANIMALS 


(Cols. C + 
D + E) 


13. Other ... continued 


Birds (wild caught) 
Chinchillas 
Ducks (mallards) 


26 


26 


Emus 


Ferret, European 


Geese 


Guinea fowl 


Hedgehog, African 
Opossum 


Owl, screech 


Tinamous 


Wallabies 


18 


ASSURANCE STATEMENTS 


16 


16 


Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. 
during, and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility, 

Each principal investigator has considered alternatives to painful procedures. 

This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by 
he principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report 

affected°" *° lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals 

The ^tending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects Of ammal care and use. ^ 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Execuhve Officer or Legally Responsible Institutional Official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143), 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITI F fiF r; p n. OR INSTITUTIONAL OFFICIAL 


DATE SIGNED 


11/2S/03 


FACILITY SITES LISTING 


Licensee/Registrant Name: 


Harvard University 
Faculty of Arts & Sciences 


License/Registration Number: 


14-R-128 


Please list below all sites that house animals under the above registration number. Be sure to include all 
requested information. Do not leave any spaces blank. If lines do not apply, please mark it N/A. If you have 
more than three (3) sites, please copy this form as many times as needed before filling in the sites. 


Site No.: 


Name/Department: Office of Animal Resources (OAR) 

Address: Harvard University 

Cambridge, MA 02138 


(1) Building: 

Floor/Room: 
Contact Person: 
Phone Number: 


The Biological Laboratories - 16 Divinity Avenue 
Fifth Floor 


(b)(6), (b)(7)c 


(2) Building: 

Floor/Room: 
Contact Person: 
Phone Number: 


Museum of Comparative Zoology - 26 Oxford Street 
First and Second Floors 


(b)(6), (b)(7)c 


(3) Building: 

Floor/Room: 
Contact Person: 
Phone Number: 


William James Hall - 33 Kirkland Street 
10th Floor 


(b)(6), (b)(7)c 


Site No.: 2 Name/Department: 

Address: 

Building: 
Floor/Room: 
Contact Person: 
Phone Number: 


Concord Field Station (CFS) 

Old Causeway Road, Bedford MA 01730 
Main and fields 

First Floor and Grounds 


(b)(6), (b)(7)c 






^h:s report Is required by law (7 DSC 2143). Failure to report accof ) the regulations can 
re5 lit in an order to cease and desist and to be subject to penalties e ovided for in Section 2 II 

M IK •.■'■MHl 

UrJITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attache ' ' m for 
additional i ition. 


Interagency Report Control No.: « \ 


1. CERTIFICATE NUMBER: 14-R-0134 
CUSTOMER NUMBER: 5 -| 0 


FORM APPROVED 
0MB NO. 0579*0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Eisai Research Institute Of Boston, Inc 
4 Corporate Drive 
Andover, MA 01810 

Telephone: (508) -794-1 117 


A 

O 


3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfoi e Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


1 1 . Pigs 


12. Other Farm Animals 


13. Other Animals 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
expeiiMcnts, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompenying psi.i or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or inlerpreU'tion of the teactiii iy, rescarcli, 
experiments, surgery, or tests. ( An explanation of the 
procedures producing pain or distress in these animals a 
the reasons such drugs were not used must be attached 
this report ). 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


0 


6 

0 

o 



0 

0 

o 

O 

o 

1 ' 1 

/^7 

D 

/ 


0 

0 

0 

0 

0 

0 

— - - . _ 

o 

o 

o 


o 

0 

o 


0 

o 

o 

0 

o 
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ASSURANCE STATEMENTS 

' * acceptable standards governing the care, treatment, and use of animals, including appropriata use of anestetic, analoesic, and tranquilizing drugs, prior to during and followina actual “ 

teaching, testing, surgery, or experimentation were followed by this research facility. y , h lu, uuung, ana ronowing actual rase 

2) Each principal investigator has considered alternatives to painful procedures. 

hXlonal '^"mrtCariVnd T " ^1“ “>«> and axplainad by tha principal invastigalpr and ap 

fh. ! . . (^CUC). A summary of all such exceptions It attached to this annual report. In addition to identifying the lACUC-appreved exceptiena, this summary ln< 

brief explanation of the exceptions, as well as the species and number of animals affected. »umin«fy 

4) Tha attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to overs ee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



CIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL / Ti/of? nr Print ) 


DATE SIGNED 








Customer ID and Site Address: 


ID:518 

100 Research Drive 

Wilmington, MA 01877 
County: Middlesex 


Telephone 



This report is required by law (7 DSC 2143), Failure to report acr 
result in an order to cease and desist and to be subject to penaitr 


1 to the regulations can ■' 
provided for in Section 211 


0 h 0 


See attar 
addition. 


form for 
mation. 


Interagency Report Control 






FACILITY LOCATIONS ( Sites } - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, conditioned, 
or held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use 0 ‘ 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, 
results, or interpretation of the teaching, research, 
experiments, surgery, or tests. { An explanation of the 
procedures producing pain or distress in these animats a 
the reasons such drugs were not used must be attached 
this report ). 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


6. Rabbits 


9. Non-human Primates 



10. Sheep 


11. Pigs 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC), A summary of all such exceptions is attached to this annual report, (n addition to identifying the lACUC-approved exceptions, this summary jnr 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


Inamf a titi f of r f o imctiti irinMAi ncciriAi 


DATE SIGN^} 

//A^A 


/vhich obsolete.) 


( AUU ) 



































